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An Allegory 

David had a difficult early childhood. His drug-addicted parents mistreated and 
neglected him. At the age of two, the local children services intervened. At that 
point, David was malnourished and emotionally disturbed. David was assigned to 
a new “home” with foster parents who were more interested in the support money 
they got from the authorities than in David. 

During the first years of his life, David learned not to trust the people around 
him. In order to survive, he had to learn how to lie, cheat and steal. Because no one 
was giving him positive, affectionate attention, he developed all kinds of tricks of 
negative attention seeking: he told wild, invented stories, pretended to suffer, and 
pushed peoples buttons by being disrespectful, sassy, and by irritating them with 
provocative pranks. 

After parental rights were terminated, David was eventually adopted by parents 
who wanted to help him overcome his childhood trauma. They even included their 
own biological children in that project. 

First they vowed to do everything to fulfill Davids wishes so that all his needs 
would be met at last. 

Next, there were to be no more punishments. After all, David did not lie because 
he was a bad person but because he had been traumatized so deeply. One really had 
to empathize with this. 

When David was mean to the other kids, they had to overlook this, too. 

From now on, David no longer had to fear any punishment, except for an oc¬ 
casional mild reproof when he told wild but untrue stories, cheated while playing, 
or bullied other kids. After all, a child who had suffered so heavily in the past could 
not be made to suffer again. 

When his adoptive siblings protested on occasion because they perceived Da¬ 
vids special treatment as unfair, or when they even accused David of lying or bul¬ 
lying, his siblings were rebuked or even punished for being so insensitive. Davids 
siblings were not allowed to criticize him. 

David received this privileged treatment for 14 years in the house of his adop¬ 
tive parents before he came of age and began his own independent life. 

What had David been taught during these 14 years? 

David had learned that he is entitled to the people around him lip-reading his 
wishes and fulfilling them without resistance when possible. 

David had learned that not he will be punished for his lies but those who dare 
criticize him for them. 

David had learned that he can torment his fellow human beings to a certain 
degree without being held responsible for it. 

Davids parents had raised a monster. 
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Introduction 

The Dutch cultural historian Dr. Robert van Pelt stated once that the crematoria 
of Auschwitz-Birkenau, as the killing sites of hundreds of thousands of Jews, are 
the epicenter of human suffering. 1 But how does he know what transpired in those 
buildings, of which nowadays only ruins or foundation walls are left? 

Anyone questioning their own knowledge - or that 
of another person - on any subject should start with 
simple questions such as these: 

How do I know that? 

Why do I think I know that? 

What is the basis of what I consider to be knowledge? 

When we talk about historical topics, our knowledge, 
in a nutshell, is ultimately based on three types of evi¬ 
dence: material remains, documents, and testimonies. 

The present book on Auschwitz deals primarily with 
documents and to a lesser extent also with material re¬ 
mains. Testimonies are almost irrelevant. This may sur¬ 
prise many readers, because those familiar with the sub¬ 
ject know that there is a veritable deluge of testimonies, 
especially since several organizations began to system¬ 
atically record survivor memories in filmed interviews 
in the 1990s. In addition, the shelves of larger public libraries are chock-full of 
memoirs and testimonials, not to mention the many statements made during vari¬ 
ous criminal proceedings. It is no exaggeration to say that what most of us consider 
to be knowledge of Auschwitz is based precisely on these testimonies. And thats 
the problem. 

French historian Jacques Baynac expressed it in 1996 as follows: 2 
“For the scientific historian , an assertion by a witness does not really represent 
history. It is an object of history. And an assertion of one witness does not weigh 
heavily; assertions by many witnesses do not weigh much more heavily ; if they are 
not shored up with solid documentation. The postulate of scientific historiography , 
one could say without great exaggeration , reads: no paper(s) [^documents], no 
proven facts [...].” 



1 He said this about Crematorium II in Auschwitz-Birkenau, where most victims are said to have 
perished: some 500,000; Errol Morris, Mr Death: The Rise and Fall of Fred A. Leuchter, Ir., Fourth 
Floor Productions, May 12, 1999; VHS: Universal Studios 2001; DVD: Lions Gate Home Entertain¬ 
ment, 2003; first screened on Jan. 27, 1999 during the Sundance Film Festivals at Park City (Utah); 
youtu.be/YOqhuDGCCQ4, starting at 25 min. 15 sec. 

2 Jacques Baynac, “Faute de documents probants sur les chambres a gaz, les historiens esquivent le debat”, 
Le Nouveau Quotidien, Sept. 3, 1996, p. 14. 






9 


Auschwitz: Technique and Operation of the Gas Chambers. Introduction 


Witnesses can err, omit important things, say only half the truth, exaggerate and 
understate, fib, lie and cheat, and all shades in between. Above all, we must always 
be aware that our brains hate ignorance. When we do not know something, we 
consciously and subconsciously tend to fill in the gaps in our knowledge or mem¬ 
ory with whats at hand: guesses, cliches, hearsay, rumors, etc. We all do this all the 
time, every day. Our brain is a master at extrapolating and interpolating. 

Whoever wants to write exact, scientific history has to verify the reliability of 
testimonies. If it turns out that a witness has to some degree stated things that are 
untrue, then we must be allowed to ascertain this, and then we must draw conse¬ 
quences from it, namely that we reject the statement partly or entirely, or we com¬ 
pletely reject a witness as untrustworthy, depending on the severity of the deviation 
from the truth. 

And this is where the circle is completed that I opened with my initial alle¬ 
gory: Anyone who accuses David of not telling the truth or even of lying runs the 
risk of being persecuted to a greater or lesser degree by social punishment or even 
criminal prosecution. Under such a Sword of Damocles, historiography cannot 
conduct dependable, exact research. Fear of social ostracism or even legal conse¬ 
quences lets many researchers completely avoid the topic. If it is nevertheless taken 
up, then usually either with an ideological zeal that wants to uncritically believe 
everything David claims, or for safety’s sake in a compliant, uncontroversial way 
by parroting what the mainstream expects. Hence, the scientific quality of modern 
Auschwitz research by established, “respected” historians is accordingly pathetic, 
because anyone merely asking the wrong questions, let alone answering them in an 
unwelcome way, is no longer “respected”, but ostracized and marginalized. 

Either you believe just about everything David says, or you’re a Nazi. Since the 
Mark of Cain called “Nazi” is equivalent to a social death sentence, even those who 
harbor doubts feign that they believe. Well, almost all... 

The only way out of this dilemma is to make do without David, that is, without 
testimonies, and to retrace the events of history with what evidence is left: docu¬ 
ments and physical traces. 

In the 1980s, French hobby historian Jean-Claude Pressac recognized this di¬ 
lemma and dared to solve the problem by trying to prove only with documents that 
the many testimonies about mass-extermination events at the Auschwitz Camp are 
essentially true. He succeeded in gaining the support of many respected individuals 
and institutions for this project, including the Auschwitz State Museum, the Com¬ 
mission of the European Communities (forerunner of the European Union), the 
Socialist Group of the European Parliament and the Beate Klarsfeld Foundation. 3 
The result was a huge, 564-page book in DIN A3 landscape format (11.7 in x 16.5 
in) featuring reproductions of hundreds of original German wartime documents 


3 See the list of supporters in Pressacs 1989 book on page 8. 
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AUSCHWITZ: 

Technique and operation 
of the gas chambers 

by 

Jean-Claude PRE55AC 


The BeateKlarsfdd Foundation 

Cover of Jean-Claude Pressacs Magnum Opus 

on Auschwitz which were thoroughly annotated by Pressac. With this trail-blazing 
book titled Auschwitz: Technique and Operation of the Gas Chambers , whose criti¬ 
cal analysis is one of the main focuses of the present book, international Auschwitz 
research for the first time obtained a solid foundation supported by documents. 

Of course, research has not stood still since then. Due to the collapse of the 
Eastern Bloc in the late 1980s and early 1990s, many archives were made accessible 
that hitherto had been either completely inaccessible or accessible only to selected 
researchers. 

Take, for instance, the files of the Central Construction Office at Auschwitz. This 
was the authority that was responsible for all construction projects in the camp, in¬ 
cluding the crematoria that, according to witness claims, contained homicidal gas 
chambers. Until the early 1990s, historians believed that the files of this authority 
had been destroyed in late 1944 or early 1945 shortly before the withdrawal of the 
Germans from the Auschwitz Region. But that was not the case. After the Red 
Army had captured the camp in January 1945, the files of this authority were qui¬ 
etly and secretly transferred to Moscow, where they were kept under lock and key 
until the early 1990s. The files are today in the Russian War Archives (Rossiiskii 
Gosudarstvennii Vojennii Archiv). 

Other documents of the Auschwitz camp authorities are today in the Russian 
Federal Archives in Moscow (Gosudarstvenni Archiv Rossiskoi Federatsii), while 
some files of the Waffen-SS that deal with Auschwitz - the Auschwitz-Birkenau 
Camp was originally planned as a Waffen-SS PoW camp - found their way into the 
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The Russian War Archives in Moskau 


War Archives of the Waffen-SS, which is today stored in the Czech Military History 
Archives in Prague (Vojensky Historicky Archiv). 

In addition, there are archive holdings at the Auschwitz Museum itself as well as 
various files on criminal proceedings in Poland, which are now in Warsaw 

A small part of the collections made accessible in Moscow was evaluated by 
Pressac in the early 1990s, which inspired him to write a second book on Ausch¬ 
witz, which I will address at the very beginning of the main text of this book. 

In the following years, other researchers further analyzed these records and, 
based on Pressacs magnum opus , brought new findings to light. The main text of 
this book gives an overview of these research results while frequently referring 
to Pressacs magnum opus. Hence, anyone who wants to examine what is stated 
here about Pressacs work needs to have access to his work. Unfortunately, Pressacs 
magnum opus is no longer available today in its original print version, and only 
major libraries carry copies of it. Although the book was posted in its entirety on 
the Internet - www.historiography-project.com/books/pressac-auschwitz/ -, the 
main advantage of the print version of Pressac s book - that it reproduced many 
documents in high resolution - does not apply to the low-resolution Internet ver¬ 
sion. It therefore makes sense to make Pressac s magnum opus accessible again in 
a reprint. However, as it is partly obsolete by further research, it would be irre¬ 
sponsible to offer Pressacs statements from 1989 as the final word on the issues at 
hand. A reprint therefore required a detailed introduction bringing the reader up 
to speed with the current state of knowledge on document research into Ausch¬ 
witz. The main text of the present book also fulfills this role, which therewith kills 
two birds with one stone. 
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If you cannot afford or 
don’t want to spend the 
money for this expensive 
reprint of Pressacs mag¬ 
num opus , you can always 
content yourself with fol¬ 
lowing the many cross- 
references found in the 
present book to Pressacs 
magnum opus by looking 
them up online or by bor¬ 
rowing a hard copy from a 
library. 

Under no circumstanc¬ 
es do I want you to blindly 
trust me or anyone else who speaks out on this sensitive issue. The potential of 
political and social abuse with this subject are greater than with any other. After all, 
Auschwitz cannot only be described as the epicenter of human suffering, but also 
as the epicenter of the “instrumentalization of our shame for contemporary pur¬ 
poses,” as German writer Martin Walser put it in his notorious 1998 speech. 4 With 
so much at stake, we all do well to make sure that we are on firm scientific ground. 

To ensure this firm ground, many of the documents cited below are printed in 
facsimile. Many more can be found in the document appendices contained in the 
primary literature cited, most of which are available online as free PDF downloads. 
Hence, nothing stops you from finding out what the basis is of what the present 
book avers as knowledge. 

Wimping out is not an option. 

Germar Rudolf, 
Red Lion, Pennsylvania 
February 22, 2018 

PS: As I write these lines, the reprint of Pressacs magnum opus , which will include 
the contents of this book both in English and in German, is scheduled to appear in 
winter 2018/19 and will be available from Hanse Buchwerkstatt, Postfach 330404, 
D-28334 Bremen, Germany - unless the German censorship authorities have other 
plans... 



4 Martin Walser, “Erfahrungen beim Verfassen einer Sonntagsrede”, acceptance speech for the Peace 
Prize of the German Book Trade ( Friedenspreises des Deutschen Buchhandels ), Frankfurt, October 11, 
1998; wwTriedenspreisMesMeutschen-buchhandels.de/sixcms/media.php/1290/1998 walser mit 

nachtrag 2017.pdf . 
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Who Was Jean-Claude Pressac? 

Jean-Claude Pressac was a French pharmacist and amateur historian. In his youth¬ 
ful years, he was an admirer of Adolf Hitler. As such, he was bothered by the Ho¬ 
locaust, because it sullied Hitlers reputation. He therefore became interested in 
arguments suggesting that the orthodox version of the Holocaust narrative was 
somewhat fishy. He realized quickly, though, that contesting, revising, or denying 
the Holocaust was very dangerous. Hence, he changed his approach. During the 
1980s, he managed to gain the confidence of Serge and Beate Klarsfeld as well as 
the Auschwitz Museum, and to convince them that one has to defeat the revision¬ 
ists or rather Holocaust deniers with their own weapons. The revisionists want 
to see solid evidence for the veracity of the orthodox narrative? Let them have it! 
Pressac promised to put a stop to the deniers games, at least regarding Auschwitz, 
by means of documents and technical arguments. He gained the support of the 
Klarsfelds and of the Auschwitz Museum, and got down to business forcefully: in 
1989, the Klarsfelds published his first uberw ork: the present Auschwitz: Technique 
and Operation of the Gas Chambers. For the first time in history, this book made 
generally accessible a wide range of document reproduction concerning the his¬ 
tory of the Auschwitz camp. Though of tremendous interest to many researchers 
in the world, only a very limited number of copies was printed and distributed to 
selected organizations and individuals. The book was never available for sale to the 
general public. 

Four years later, Pressac upped the ante after having found further documents 
on Auschwitz in an archive in Moscow. While his first work became known only 
to connoisseurs of the subject, his second, a much more handy work in paperback 
format of just some 200 pages, became a bestseller: Les crematoires dAuschwitz: La 
machinerie du meurtre de masse 1 - in plain English: The Crematories of Auschwitz: 
The Machinery of Mass Murder. Pressac himself mutated overnight to a darling of 
the mass media - a knight in shining armor who had slain the revisionist dragon! 
His book subsequently also appeared in a German, 2 Italian, 3 Norwegian, 4 Portu¬ 
guese 5 and an English edition which, however, was heavily abridged and edited to 
conform to politically correct expectations. 6 


1 Jean-Claude Pressac, Les crematoires dAuschwitz: La machinerie du meurtre de masse , CNRS editions, 
Paris 1993, viii-156 pages plus a 48-page section with illustrations. 

2 J.-C. Pressac, Die Krematorien von Auschwitz: Die Technik des Massenmordes , Piper Verlag, Munich/ 
Zurich 1994, xviii-211 pages. 

3 J.-C. Pressac, Le macchine dello sterminio: Auschwitz 1941-1945. Feltrinelli, Milan 1994. 

4 J.-C. Pressac, Krematoriene i Auschwitz: Massedrapets maskineri, Aventura, Oslo 1994. 

5 J.-C. Pressac, Os crematorios de Auschwitz: A maquinaria do assassinio em massa , Ed. Noticias, Lisbon 
1999. 

6 J.-C. Pressac, Robert J. Van Pelt, “The Machinery of Mass Murder at Auschwitz,” in: Israel Gutman, Mi¬ 
chael Berenbaum (eds.), Anatomy of the Auschwitz Death Camp, Indiana University Press, Indianapolis 
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Pressac died in 2002 at the young age of 59, utterly forgotten by the media who 
had praised him as a hero merely eight years earlier. It is unclear why they ignored 
their former hero’s passing, but it may have had to do with Pressacs increasingly 
skeptical statements about the orthodox Holocaust narrative. 7 Pressacs second 
book, however, is today still hailed as a milestone of Auschwitz research. It is said 
to refute the deniers arguments with technical precision. In fact, due to its persist¬ 
ing relevance, the French publisher of Pressac s second book issued a new edition 
in 2007. 

This introduction aims at giving the reader a short summary of the research 
done after Pressacs magnum opus was published in 1989. That research has greatly 
profited from the fact that, after the collapse of the Soviet Union in 1991, tens of 
thousands of documents in Czech, Polish and Russian archives have become acces¬ 
sible, enabling Auschwitz researchers to write a much more precise history of that 
most infamous of all German wartime camps. This means inevitably that not all of 
the claims Pressac wrote down in this book were confirmed by later research, while 
others could be substantiated with many more documents. 

Claim and Reality 

Already the present books title claims that its main focus is on the “Technique 
and Operation of the Gas Chambers” of Auschwitz. Beate and Serge Klarsfeld also 
highlight this claim by writing in their original preface to this book that the present 
book is a “scientific rebuttal of those who deny the gas chambers” (my emphasis). 
With that they refer to the fact that Pressac was a pharmacist by trade, and thus had 
some training in the exact sciences. Furthermore, just above the table of contents, 
we read that the reader will find in this book a “systematic study of the delousing 
and homicidal gas chambers [...] of the former KL Auschwitz Birkenau, and an 
investigation of the remaining traces of criminal activity.” 

What has to be expected from a work that scientifically and systematically de¬ 
scribes the technique and operation of any device? Works of science and technol¬ 
ogy have different standards than those of history. While the latter can be narrative 
and highly conjectural in nature, science and technology have little room for this, 
if any. 

The claims made in a scientific work must by necessity be supported either by 
source references to other scientific works, by experiments described in a way that 
they can be repeated by others, or by logical arguments. Particularly in the field of 


1994, pp. 183-245. 

7 Particularly in his interview mit Valery Igounet, Histoire du negationnisme en France. Editions du Seuil, 
Paris 2000, pp. 613-652. 
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technology, logical arguments are most frequently based on mathematical reason¬ 
ings. 

Any book on the technique and operation of any device ought to be brimming 
with references to technical and scientific literature, should have some kind of 
mathematical reasoning as can be found in the field of engineering, and may even 
contain descriptions of any kind of experiments conducted. 

Pressac s present book does not contain any of it. His book is completely devoid 
of any references to anything. It has neither foot- nor endnotes, and not even a 
bibliography. As a matter of fact, if you carefully read all the text contained in it, 
you will find not a single reference to any scientific or technical literature in the text 
itself either. Nothing. Nada. Niente. Rien. Nichts. 

So, how can a book that has none of the hallmarks of a book on technology be 
technological in nature? It simply cant. At that point, if you are really interested in 
a thorough study of the technique and operation of the gas chambers, you are well 
advised to close this book and look elsewhere. And where would that be? Well, I 
will get to that at the end of this introduction. Let us now turn to Pressacs first 
chapter on Zyklon B. 


Zyklon B 

The primary focus of any treatise on Zyklon B should be to first describe what the 
product is made of and what features it had. Next, a closer look into this prod¬ 
ucts active ingredients would be warranted, which in this case is hydrogen cyanide 
(HCN). None of this can be found in Pressacs introduction. It contains only a ref¬ 
erence to the guideline for the use of Zyklon B for fumigations as it was published 
during the war by its distributor, the Degesch Company, and found in the files of 
the Health Authority of the Protectorate of Bohemia and Moravia in Prague. Not 
even that bit of information is contained in Pressacs elaboration, which otherwise 
contains no reference to any literature on either Zyklon B or HCN. 

A large body of scientific literature on Zyklon B and fumigations with HCN 
was published primarily in Germany between the early 1920s and the end of 
World War Two. Instead of citing them here, I recommend consulting more-recent 
monographs on Zyklon B and its use which contain the pertinent references in 
their bibliographies. 8 Unless stated otherwise, the following information is taken 
from them. 


Jurgen Kalthoff, Martin Werner, Die Handler des Zyklon B: Tesch & Stabenow. Eine Firmengeschichte 
zwischen Hamburg und Auschwitz , VSA-Verl., Hamburg 1998; Hans Hunger, Antje Tietz, Zyklon B, Books 
On Demand, Norderstedt 2007; Horst Leipprand, Das Handelsprodukt Zyklon B: Eigenschaften, Produk- 
tion, Verkauf, Handhabung , GRIN Verlag, Munich 2008; Germar Rudolf, The Chemistry of Auschwitz: The 
Technology and Toxicology of Zyklon B and the Gas Chambers - A Crime-Scene Investigation, Castle Hill 
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Zyklon B is liquid HCN soaked into some porous 
carrier material. Initially, diatomaceous earth was 
used (product name “Diagriefi”), but it compacted 
during transport, and was subsequently replaced by 
gypsum pellets (“Erco”). In addition, wood-fiber discs 
were also used, primarily for the U.S. market. A 1998 
analysis of depleted Zyklon B pellets left behind by the 
Germans in Auschwitz at wars end using a scanning 
electron microscope revealed that the carrier consist¬ 
ed of gypsum, see Illustrations 1 and 2. 9 

A 1942 publication by one of the scientists involved 
in optimizing Zyklon B gave detailed information 
about the speed with which HCN evaporates at which 
temperature from the gypsum pellets, provided the 
pellets are scattered out, and the ambient airs relative humidity is low, see Ill. 3. 10 

On page 18, Pressac gives a long list of features of HCN without indicating 
where he got this data from, which is typical for him. The chemical and physical 
properties of HCN are well established, * 11 and the physiological effects of hydro¬ 
gen cyanide on insects as well as mammals, humans included, are well-researched. 
Every toxicological hand¬ 
book contains an entry, in¬ 
cluding those that predate 
World War Two. 12 Hence, 

Pressacs claim on page 184 
that “the lethal dose for hu¬ 
mans was not known” to 
the SS seems far-fetched. 

However, a 1976 study by 
McNamara revealed that 
many, if not all of these 
toxicological handbooks 
took their data regarding 


Publishers, Uckfield 2017. 

9 Harry W. Mazal, “Zyklon-B: A Brief Report on the Physical Structure and Composition,” http://phdn.org/ 
archives/holocaust-historyorg/auschwitz/zvklonb/ (undated; 1998). 

10 Richard Irmscher, “Nochmals: ‘Die Einsatzfahigkeit der Blausaure bei tiefen Temperaturen,” Zeitschrift 
fur hygienische Zoologie und Schadlingsbekampfung , 34 (1942), pp. 35f. 

11 See the entries in William Braker, Allen L. Mossman, Matheson Gas Data Book , Matheson Gas Products, 
East Rutherford 1971; Robert C. Weast (ed.), Handbook of Chemistry and Physics , 66th ed., CRC Press, 
Boca Raton, Florida 1986, or any newer edition. 

12 Most prominent Ferdinand Flury, Franz Zernik, Schadliche Gase, Dampfe, Nebel, Rauch- und Staubarten , 
Springer, Berlin 1931. 



Illustration 2: SEM spectral analysis of Zyklon B pellets, 
almost identical to pure gypsum . 9 



found at Auschwitz. 
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the susceptibility of hu¬ 
mans to gaseous HCN di¬ 
rectly or indirectly from 
a German study of 1919, 
which reported the effects 
of gaseous HCN on rab¬ 
bits. 13 Actual experiments 
with a human volunteer 
showed that the concentra¬ 
tion listed by toxicological 
literature and repeated by 
Pressac as “immediately 
mortal” - 300 mg/m 3 - is 
not immediately mortal 
for humans at all. While 
McNamara had only very 
limited data to rely on, 

American researcher Scott 
Christianson tapped into the precisely recorded data of hundreds of cases where 
humans were actually killed with HCN: executions of death penalties in the Unit¬ 
ed States using HCN gas chambers. That data showed that it took on average 9.3 
minutes to kill humans with a concentration of some 3,000 mg/m 3 - ten time the 
above value! - while the longest execution with that kind of concentration took 18 
minutes. 14 Hence, humans are actually quite resilient to gaseous HCN, even more 
so than Pressac assumed. 

Pressac asserts that “By far the greater part (over 95 percent) [of Zyklon B de¬ 
livered to Auschwitz] was destined for delousing [...] while only a very small part 
(less than 5 percent) had been used for homicidal gassings” (p. 15). He doesn’t 
back up his data with anything. In fact, since it is not known how many times Zyk¬ 
lon B was used with exactly what amount in the camps various fumigation cham¬ 
bers, and because it is also unknown how often the many other buildings of that 
camp were fumigated for pest control with how much Zyklon B per event, there 
is no way of pinpointing the percentage of delivered Zyklon B used for innocuous 
purposes. Auschwitz, with its hundreds of prisoners accommodation blocks, had 



Illustration 3: Evaporation rate of HCN from “Erco” 
(gypsum) at various temperatures (Irmscher 1942). 


13 B. S. McNamara, The Toxicity of Hydrocyanic Acid Vapors in Man, Edgewood Arsenal Technical Report 
EB-TR-76023, Department of the Army, Headquarters, Edgewood Arsenal, Aberdeen Proving Ground, 
Maryland, August 1976; www.dtic.mil/cgi-bin/GetTRDoc?AD=ADA0285Q1 ; see his traced-back line of 
“Chinese whisper” citation in toxicological literature there. 

14 Scott Christianson, The Last Gasp: The Rise and Fall of the American Gas Chamber, University of Califor¬ 
nia Press, Berkeley, Cal., 2010, pp. 81f., 85, 99f., 106, 11 If., 114, 116f., 180f., 189, 199, 209-211, 214, 216, 
223, 229; an average of 9.3 min from 113 cases is reported on p. 220. 
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enough volume to perfectly justify the Zyklon B delivery as needed for fumiga¬ 
tions. 15 Hence, the large quantities of Zyklon B delivered to the camp do not prove 
anything by themselves. 


Disinfestation Devices 

About the 19 Zyklon-B fumigation chambers originally planned for the reception 
building at the Auschwitz Main Camp, Pressac writes that its present state “makes 
it impossible to reconstruct the techniques employed” (p. 31). The reason for this 
is that the plan to install these chambers was abandoned in 1943 and replaced with 
a microwave disinfestation facility, the first of its kind in history. Siemens started 
developing the device in 1936. It was originally slated for use on garments of Ger¬ 
man soldiers. A shift of priorities occurred in early 1943, however. At that point, 
the typhus epidemic which had broken out at the Auschwitz Camp in spring of 
1942 was still not under control, and many tens of thousands of prisoners had 
succumbed to it already. To preserve this slave-labor resource for the pivotal war 
industries of the Auschwitz area, the German authorities decided to use the most 
modern technique at their disposal to stamp out that epidemic for good. Due to air 
raids on Berlin damaging the local Siemens factories, however, the actual deploy¬ 
ment of the device was delayed until spring of 1944. It went into operation on June 
30, 1944, and proved to be sensationally efficient and effective. 16 Here are a few 
excerpts of the text of Illustration 4 in translation, a report written by Auschwitz 
garrison physician Dr. Eduard Wirths on August 10, 1944: 

“ Report about the efficacy of the stationary shortwave delousing device 
The shortwave delousing device Osten 3 was taken into operation at Auschwitz on 
June 30, 1944. After training the so-far unskilled employees, full operations of the 
device started on July 5, 1944. Unless interrupted by blackouts, it was operated on 
a daily basis, but not always at full load. The delousing devices performance data 
listed hereafter can be increase at least threefold. 

The devices average daily performance was 1441 sets of clothing and 449 blan¬ 
kets or comforters, which amounts to 46,122 sets of laundry and 14,368 blankets 
or comforters within 32 business days. In other words: Within 32 business days, 
until Aug. 6, 1944, all in all 46,122 people and their laundry and bed linens were 


15 For a calculation of this see Carlo Mattogno, Auschwitz: Leforniture di coke , legname, Zyklon B , Effepi, 
Genoa 2015, pp. 77-79 (English in preparation). 

16 Hans Jurgen Nowak, “Kurzwellen-Entlausungsanlagen in Auschwitz,” Vierteljahresheftefur freie Geschich- 
tsforschung, 2(2) (1998), pp. 87-105; Hans Lamker, “Die Kurzwellen-Entlausungsanlagen in Auschwitz, 
Teil 2,” Vierteljahreshefte fur freie Geschichtsforschung, 2(4) (1998), pp. 261-272; Mark Weber, “High Fre¬ 
quency Delousing Facilities at Auschwitz,” The journal of Historical Review, 18(3) (1999), pp. 4-12. 
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deloused. The belongings to be deloused which these people have are usually more 
voluminous than for instance the stuff of a soldier in the field. 

The delousing device operates very swiftly and reliably ; as many test runs have shown 


In order to extend the time during which the items are free of lice after the short¬ 
wave delousing , they are now impregnated with a Lauseto [DDT] solution on a 
trial basis [...]. 

Tests conducted at Auschwitz by the Hygiene Institute of the SS and Police South¬ 
east show that a complete sterilization of all tested staphylococci , typhus and diph¬ 
theria samples was achieved during an irradiation of 3 minutes per sack, or 45 
seconds per individual item. [...]” 

Another fact unknown to Pressac was that DDT showed up at Auschwitz for the 
first time in 1944. It was produced under license from the Swiss chemical company 
Geigy, with the German name “Lauseto” (for Lausetod , louse death). 17 The Aus¬ 
chwitz Camp received 9 metric tons of it in April 1944, 15 tons in August, and 2 
tons in October of that year. 18 

Since Pressacs book is about the technique and operation of gas chambers, it 
would have behooved the author to explain to the reader in technical detail the 

17 Paul Weindling, Epidemics and Genocide in Eastern Europe, 1890-1945, Oxford University Press, Oxford/ 
New York 2000, p. 380. 

18 Piotr Setkiewicz, “Zaopatrzenie materialowe krematoriow i komor gazowych Auschwitz: koks, drewno, 
cyklon,” in: Studia nad dziejami obozow konzentracyjnych w okupowanej Polsce, Paristwowe Muzeum 
Auschwitz-Birkenau, Auschwitz 2011, pp. 46-74, here p. 72. 
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Illustration 5: German blueprint for the installation of the microwave disinfestation 
device in the reception building of the Auschwitz Main Camp. 

(Russian War Archives, 502-2-149, no page number assigned) 


technique and operation of both the U.S. execution gas chambers, mentioned by 
him only in passing on page 22, and of the professionally designed German disin¬ 
festation chambers. 

The U.S. execution gas chambers are the only type of homicidal gas chambers 
about which we have a complete documentation from their inception, of their 
design, construction and operation up to their decommissioning. By researching 
them, Pressac would have realized that some of his claims, for instance about the 
speed of executions, are unrealistic. Explaining in detail the Zyklon-B fumigation 
chambers which the German Auschwitz camp authorities had planned to install in 
their reception building would have led to numerous epiphanies. First of all, the 
Auschwitz camp authorities were informed about that circulation technology, as it 
was called, already on July 1, 1941, through a letter written to them by one of the 
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A suction line 
B pressure line 
C ventilation line 
D fresh air intake 

1 chamber doors 

2 fan 

3 four-way switch 

4 can opener 

5 Zyklon can 


6 heater 

7 drop pipe 

8 basket 
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against humidity § 


longitudinal section through delousing chamber 
with circulation layout 


Illustration 6: Standardized Zyklon-B fumigation chamber, called a “Normalgaskammer” 
(standard gas chamber). Taken from Ludwig Gassner, “Verkehrshygiene und 
Schadlingsbekampfung,” Gesundheits-lngenieur, 66(15) (1943), pp. 174ff. 

distributors of Zyklon B. 19 It included the reprint of a technical paper describing 
the system. 20 That paper s description of the system (see Illustration 6) served as a 
pattern for the design of the 19 planned Zyklon-B gas chambers at the reception 
building. 21 There are three main insights we can gain from studying these cham¬ 
bers. 

The first is that those chambers were by default equipped with sturdy steel 
doors, see Illustration 7 for the Degesch circulation devices still visible at Dachau. 

Second, we need to be aware that the claimed swiff executions require a fast 
rise in poison gas concentration everywhere in the chamber. The Degesch circula¬ 
tion device accomplished this in two ways: first by blowing warm air across the 
Zyklon B pellets, and then by channeling the air for the fan through a pipe from 
the other end of the chamber, thus circulating the air, hence spreading the fumes 
evenly throughout the chamber. 


19 Letter by Heerdt-Lingler to SS-Neubauleitung, July 1, 1941. Russian War Archives, 502-1-332, p. 86. 

20 Gerhard Peters, Ernst Wustinger, “Entlausung mit Zyklon-Blausaure in Kreislauf-Begasungskammern. 
Sach-Entlausung in Blausaure-Kammern,” Zeitschrift fur hygienische Zoologie und Schadlingsbekampfung, 
32 (10/11) (1940), pp. 191-196. 

21 See the blueprint of June 24, 1944, Illustration 61, in the appendix to this introduction. 
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Third and finally, in order to achieve a relatively short ventilation time of only 
an hour or so, the ventilation system recommended for these devices had 72 air 
exchanges per hour. 22 

I’ll get back to these issues when addressing doors, introduction devices and 
the ventilation system, all of which are mentioned by Pressac without any technical 
context. 

The article sent to the Auschwitz authorities does show that not only German 
experts in this field knew how to build efficient gas chambers, but the Auschwitz 
camp authorities knew this as well. To top it off, in his already mentioned study, 
Scott Christianson showed that German chemical companies lobbied for the intro¬ 
duction of hydrogen cyanide gas chambers for the execution of death row inmates 
in the U.S. in the 1920s and 1930s. Hence, the German specialists also knew very 
well where to find additional information and empirical data, which they could 
have, should have, would have used to build their very own homicidal gas cham¬ 
bers. There is, however, no trace of any contact between German and U.S. specialist 
in this regard in the extant documentation. 


22 


Franz Puntigam, Hermann Breymesser, Erich Bernfus, Blausauregaskammern zur Fleckfieberabwehr, spe¬ 
cial edition by the Reichsarbeitsblatt , Berlin 1943, p. 50. 
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Gastight Doors, General Remarks 

Many gastight doors were built by Auschwitz inmates in the local workshop. Pres- 
sac shows a number of them on pages 46, 48-50, 232, 425 and 486. These doors 
were constructed of wooden boards held together with iron bands. Technically 
speaking, they could not have been gastight. In fact, no wooden door can ever be 
truly gastight, in particular if it consists of several individual boards. Nevertheless, 
the camp authorities referred to these doors as “gastight.” 

Some of these doors were equipped with a peephole covered on the inside by 
a protective metal grid, see Illustration 10. The peephole was required by German 
law for fumigation rooms without a window. It stipulated that any person enter¬ 
ing such a chamber had to be observed by another person from the outside, who 
needed to wear a gas mask as well and had to have a first-aid kit at hand. This way 
he could swiftly intervene in case of an emergency, for example, caused by a leaking 
or improperly donned gas mask. 23 

A protective grid on the inside of a fumigation room was also needed, because 
clothes were put into those chambers on metal racks, see those used in the Aus¬ 
chwitz “Zentralsauna” as shown by Pressac himself (pp. 84f.). Similar clothes racks 
were also used in Zyklon-B fumigation chambers (See Illustration 8). 24 When 
wheeled in and out of the chamber, 
in particular when the door was be¬ 
ing closed behind them, these racks 
could accidentally knock against any 
non-protected peepholes glass, crack¬ 
ing it in the process. 

The term “gastight door” is used 
by Pressac frequently, because it can 
be found in many documents. Yet it 
always refers to this wooden type of 
doors. The vast documentation of the 
Auschwitz Central Construction Of¬ 
fice does not contain any trace of a 
real gastight door, one made of steel 
as shown in Illustration 7. As a mat¬ 
ter of fact, an estimate for such doors 
was indeed requested for the initially 


23 Mauthausen Museum Archives, M 9a/1; reproduced in: Carlo Mattogno, “The ‘Gas Testers’ of Auschwitz, 
Testing for Zyklon B Gas Residues • Documents - Missed and Misunderstood,” The Revisionist, 2(2) 
(2004), pp. 140-154; here p. 151. 

24 See Illustration 18 in Franz Puntigam et al, op. cit. (note 22), p. 54. 


JufSiCHr 



Jft-ll. TrtlifMLII** L|I U KrtfeJfeUa]- 


lllustration 8: Clothes rack recommended for 
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Illustration 9: Section enlargement of a “gastight” door stored today in Crematorium I. It 
was used for the former air-raid shelter. Note the wooden frame. © Carlo Mattogno. 


planned 19 circulation fumigation chambers inside the reception building, 25 but 
since that project was cancelled in 1943, the doors were apparently never delivered, 
as results from an inquiry by the vendor of these doors in November 1944, asking 
whether the camp was still interested in the doors delivery. 26 

Even the doors used to seal the SS air-raid shelter in Crematorium I were made 
of wooden frames and had only a sheet-metal cover, see Illustration 9. 

Could the wooden doors, made by the inmates in their workshop, have been 
used to seal homicidal gas chambers? Illustrations lOa&b show a typical Auschwitz 
gastight door as shown by Pressac on page 49. In Illustration 10b I have shown the 
range of motion of the three latches that could be used to lock that door. This par¬ 
ticular door was used for a disinfestation chamber. The cracks between the boards 
were “sealed” with felt strip to reduce any poison-gas leakage. It goes without say¬ 
ing that such felt strips may slow down a draft, but they can never be “gastight.” 

The main challenge would not have been to keep the door from leaking, but to 
keep hundreds or even a thousand and more victims, who were locked up inside 
and who most certainly were panicking, from forcing open a door like this. After 
all, any execution-chamber door had to open to the outside, because many victims 
would die right in front of the door, blocking it from the inside. 


25 Offer by the Berninghaus Company of July 9, 1942, Russian War Archives, 502-1-354, p. 8. 

26 Ibid., 502-1-333, p. 2; letter by the Berninghaus Company of November 22, 1944. 
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Illustrations lOa&b: “Gastight” door made of wood, with peephole and protective grid, 
and “sealed” with felt strips, used for a fumigation chamber at the Auschwitz Camp. It was 
manufactured by the inmate workshop and had three latches made of iron bands. Their 
_ range of motion is shown in the right-hand photo. _ 

Wood isn’t the sturdiest material, and the iron bands used for the hinges and 
latches would bend sooner or later when forced by a massive crowd. For the SS, it 
would have been reckless, to say the least, to use such doors for homicidal mass- 
slaughter rooms. 


The Blue-Wall Phenomenon 

On page 53, Pressac briefly discusses the “blue-wall phenomenon,” which, accord¬ 
ing to him, “permits the immediate distinction on sight between delousing and 
homicidal gas chambers.” While Zyklon-B delousing chambers developed a more 
or less intense blue wall discoloration, caused by Prussian Blue (iron cyanide), the 
claimed homicidal gas chambers did not. Pressac attributes the difference between 
both types of facilities mainly to three factors: 

- While lice need HCN concentrations of 5 g/m 3 , a concentration of 0.3 g/m 3 is 
immediately fatal for man. Pressac claims that “the quantity poured into the 
homicidal gas chambers was forty times the lethal dose (12 g/m 3 ) which killed 
without fail one thousand people in less than five minutes.” He does not prove 
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this latter claim. 

- While the delousing chamber walls were exposed to the gas for 12 to 18 hours 
a day (an unproven conjecture), the homicidal gas chamber walls had an expo¬ 
sure time of not more than 10 minutes per day (another unsupported conjec¬ 
ture). 

- While the delousing chambers were heated to 30°C, thus assisting chemical re¬ 
actions in the wall, the homicidal gas chambers were “without additional heat.” 

Pressac also states that the formation of the blue discolorations appeared “under 
the influence of various physico-chemical factors which have not been studied.” In 
the meantime, a number of studies have been found or conducted in this regard, 
starting with a case of a Bavarian church which was fumigated with Zyklon B in 
1976, after it had just been renovated. It subsequently developed the “blue-wall 
phenomenon.” 27 Two more chemists published investigations about this phenom¬ 
enon, with a focus on Auschwitz. 28 The gist of these studies is as follows: 

- The reactions involved require an alkaline 
medium and a minimum amount of mois¬ 
ture inside the wall. 

- While cool walls in unheated underground 
rooms have a high moisture content (such 
as the underground morgues of Cremato¬ 
ria II & III at Auschwitz-Birkenau, some 
of which are said to have served as homi¬ 
cidal gas chambers), heated above-ground 
rooms, such as the fumigation chambers, 
have a low moisture content. 

- While the walls, floors and ceilings of the 
morgues of Crematoria II & III at Ausch¬ 
witz-Birkenau were built using plaster, 
mortar and concrete with high contents of 
cement, keeping them alkaline for years, j5fj 
the mortar and plaster used for the Ausch¬ 
witz fumigation chambers (particularly Illustration 11: 442 pages of 

Buildings 5a and 5b) were poor in cement thorough chemical investigation 

i.i.i. tt .i . i ii into the chemistry of Auschwitz. 

and rich in lime. Hence, they stayed alka- .. * , 

; ; The book is available as a free PDF 

line for a much shorter period of time. download and is accompanied by a 

documentary at 

www.HolocaustHandbooks.com. 
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27 Helmut Weber, “Holzschutz durch Blausaure-Begasung. Blaufarbung von Kalkzement-Innenverputz,” in: 
Gunter Zimmermann (ed.), Bauschdden Sammlung, Vol. 4, Forum-Verlag, Stuttgart 1981, pp. 120f. 

28 Richard J. Green, “Leuchter, Rudolf and the Iron Blues,” 1998, idem, “The Chemistry of Auschwitz,” 1998; 

see www.phdn.org/archives/holocaust-historv.org/auschwitz/chemistry; also G. Rudolf, The Chemistry of 
Auschwitz, op. cit. (note 8). 
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Already in 1929, a German experimental series showed that moist walls absorb up 
to 8 times more HCN than dry walls, and that alkaline masonry absorbs 25-times 
more HCN than non-alkaline masonry Alkaline masonry also releases the gas 
much slower during ventilation. 29 In addition to alkalinity, this greater tendency to 
absorb and bind HCN may also be caused by the different chemical and physical 
features of cement compared to lime mortar. The cements huge inner microscopic 
surface supports chemical reactions of the kind under scrutiny in more than one 
way. We wont go into more details here, though. The interested reader may consult 
the works cited. 

It is thus evident that the physical and chemical features of the claimed homi¬ 
cidal underground gas chambers inside the Crematoria II & III would have had a 
much higher propensity to form the blue pigment in question. 

Pressacs claim of a swift execution in the homicidal gassings at Auschwitz is 
based on two premises: 

- Zyklon B releases its HCN fast. 

- Humans are as susceptible to gaseous HCN as claimed in toxicological litera¬ 
ture. 

As mentioned earlier, both assumptions are wrong. Despite the fact that victims of 
gas chamber executions in the U.S. are instantly exposed to the full concentration 
of the poison, which at 3,200 ppm is more than ten times higher than the instantly 
lethal concentration given in toxicological literature, it still takes up to 18 minutes 
to kill all victims. 30 

Finally, Pressacs claim about brief ventilation times is also flawed, which I will 
discuss later when addressing ventilation systems. 

This introduction is not the place to discuss all the issues involved that would 
allow us to conclude with certainty what all the facts are regarding this blue-wall 
phenomenon. For this, the interested reader can consult the literature cited and 
watch the documentary mentioned in Illustration 11. These brief elaborations 
merely serve to emphasize that Pressac jumped to premature conclusions without 
backing up any of his claims. As a matter of fact, it looks like he didn’t even try to 
investigate the matter. 

Claiming that the lack of blue stains on their walls is a hallmark of homicidal 
gas chambers is puerile at best, because if that were so, basically all buildings in 
the world, lacking blue wall stains, would meet that criterion. The lack of evidence, 
however, cannot prove a claim; it actually refutes it. 

29 L. Schwarz, Walter Deckert, “Experimentelle Untersuchungen bei Blausaureausgasungen,” Zeitschriftfur 
Hygiene und Infektionskrankheiten, 109 (1929), pp. 201-212. 

30 For a swift test gassing with rabbits, showing the instant exposure to the gas, see the BBC documentary 
14 Days in May, 1987; www.dailymotion.com; 


z/cpr 
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Homicidal Gassings 

Pressacs books are praised for their attempts to prove the homicidal gas chambers 
without resorting to statements made by individuals who claim to have experi¬ 
enced them. However, the attentive reader will realize that, in the present book, 
Pressac will repeatedly resort to witness claims when trying to undergird claims 
about homicidal gassings. He begins this strategy already on page 16, where he 
mentions what “Camp Commandant Hoess and Dr. [Miklos] Nyiszli” have said 
in this regard. That pattern persists throughout the book. However, just because 
a person claims something doesn’t make it true. Even if a thousand people claim 
that witches can ride on broomsticks through the air, that still doesn’t make it true. 
Pressac states that 

- 5 to 7 kg of Zyklon B were poured into the gas chamber of Crematoria II & III 
at Birkenau using some contraption, 31 

- for an execution of 1,000 to 2,000 individuals; 

- this execution, carried out with 40-times the lethal concentration, 

- lasted some five minutes, 

- which was followed by 15 minutes of ventilation, 

- after which the doors were opened. 

But how do we know any of this is true? Just because Hoss and others have claimed 
some of this, that doesn’t make it automatically true. All the claims listed above 
are technical in nature. A true scientist would subject those claims to a thorough 
critique, asking: 

- Could the witnesses know what they claim? 

- How reliable are these witnesses? 

- Are these claims internally consistent, and do they agree with each other? 

- Are they backed up by documentary and/or physical evidence? 

- Are they technically possible? 

- Did the devices and facilities allegedly used make these claims technically fea¬ 
sible? 

Rather than filling Pressacs gaping chasm of neglected duties, which would fill a 
book, I will point out only a few issues about the second point: the witnesses’ reli¬ 
ability. 

Regarding former camp commander Rudolf Hoss, Pressac hides from his read¬ 
ers that the testimony containing some of the above figures had been extracted 
from him after three days of uninterrupted torture by his British captors. 32 In fact, 


31 On p. 132, Pressac claims in his typical ex cathedra fashion that 3 kg of Zyklon B was used for gassings in 
the morgue of Crematorium I at the Main Camp - with no source or reasoning given. 

32 Rupert Butler, Legions of Death, Arrows Books Ltd., London 1986, pp. 236f.; see the detailed description 
of Hoss capture and physical abuse in Rudolf Hoss, Carlo Mattogno, Commandant of Auschwitz: Rudolf 
Hoss, His Torture and His Forced Confessions, Castle Hill Publishers, Uckfield 2017, pp. 12-22. 
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right after the war the British occupational au¬ 
thorities in Germany maintained veritable tor¬ 
ture centers where they systematically mistreated 
former SS men to extract whatever “confession” 
they needed. 33 Hence, and unsurprisingly, a lot is 
wrong about Hosss various testimonies, but we 
wont go there. 34 Pressac repeatedly quotes Hoss 
in his book, for instances, on pages 127f., 132 
and 174. However, he never presents Hosss vari¬ 
ous statements as a whole or at least in some con¬ 
text, and he never thoroughly analyzes them. The 
reader is left with some tidbits of “information,” 
and with Pressacs unfounded interpretations of 
them. This unsystematic approach - scattering 
out an issue all over the book, yet never pursu¬ 
ing it thoroughly and systematically - is another 
hallmark of Pressac s style. 

Regarding Nyiszli, Pressac hides that even the 
American prosecutors at the Nuremberg I.G. Farben Trial, who happily accepted 
Hosss extorted testimony, thought that Nyiszlis story was too wild to be taken 
seriously, hence they rejected him as a witness. Nyiszlis account, which has been 
criticized by revisionists for many decades, 35 is characterized by a plethora of exag¬ 
gerations and inventions, as Pressac correctly observes. That fact led German main¬ 
stream historian Prof. Dr. Werner Maser to write that “Nyiszli lied excessively.” 36 
Pressac tries to save Nyiszli s credibility by taking all the numerical exaggerations, 
calculating an average factor (of four, see his page 475), then declaring that Nyiszli 
told the truth, he merely multiplied everything by said factor - which is nonsense. 
Random lies are thus transmogrified into allegedly systematic “embellished truths.” 
That provoked French revisionist Prof. Dr. Robert Faurisson to remark: 37 

“Supposing a ‘witness' states that in six months (the duration of Nyiszlis stay in 
Auschwitz) he saw four men who were all 7 meters tall and 200 years old. We can 
assume that anybody would dismiss such a witness. Anybody but Pressac , who , 



Illustration 12: Rudolf Hoss in 
British custody, after three days of 
torture: bloody nose, swollen face 
full of open wounds. 


33 See Ian Cobain, “Revealed: UK wartime torture camp” & “The secrets of the London cage,” The Guardian, 
Nov. 12, 2005; idem , “The interrogation camp that turned prisoners into living skeletons,” The Guardian, 
Dec. 17, 2005; idem. Cruel Britannia: A Secret History of Torture, Portobello Books, London 2013. 

34 See R. Hoss, C. Mattogno, Commandant of Auschwitz, op. cit. (note 32), Part II. 

35 Carlo Mattogno, “Medico ad Auschwitz ”: Anatomia di unfalso, Edizioni La Sfinge, Parma 1988; Carlo 
Mattogno, Miklos Nyiszli, An Auschwitz Doctors Eyewitness Account: The Tall Tales of Dr. Mengeles Assis¬ 
tant Analyzed, Castle Hill Publishers, Uckfield 2018. 

36 Werner Maser, Falschung, Dichtung und Wahrheit ilber Hitler und Stalin, Olzog, Munich 2004, p. 348. 

37 Robert Faurisson, book review, Journal of Historical Review, 11(2) (1991), pp. 133-175, here p. 150. 
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applying the rule of the famous divisor of four, would say: this witness is telling the 

truth: he saw one man who was 1.75 meters tall and 50 years old.” 

The whole affair reminds me of Galileo, whose observation that the moon is not a 
perfectly smooth sphere but has mountains and craters led to the orthodoxy’s thesis 
that there must be some invisible layer on top of it all turning the moon back into 
a perfect sphere. To this, Galileo retorted that he then posits in the same vein that 
this invisible matter was in fact there, but that it piled up on top of the mountains, 
making them many times higher than what can be observed. 38 Pressac’s attempt at 
smoothing the craters in Nyiszli’s account (and those of many other witnesses) is 
just as puerile. We cannot ascertain the truth by applying “smoothing” factors to 
random accounts. Nyiszli was a liar, plain and simple. He cannot be trusted about 
anything he claimed, unless it can be confirmed independently by documentary or 
physical evidence. 

Topf & Sohne: Cremation Technology 

In Chapter 1 of Part Two, Pressac deals with the history of the company Topf & 
Sohne, and with the cremation furnaces they built. This is no small matter. In fact, 
it is the second technical leg upon which the orthodox Holocaust narrative stands: 
the technique and operation of the devices which are said to have been used to 
obliterate the trace of hundreds of thousands, if not millions of innocent victims 
murdered by the Third Reich by all kinds of means, poison gas included. Here, too, 
Pressac fails miserably. 

Cremation technology is not a secret science. The expert literature on it fills 
shelves. Yet Pressac can do without it. He also can do without any thermo-technical 
calculations. He really seems to have thought that he knew what the capacity and 
efficiency of those cremation furnaces were. Just look at page 244. There he dis¬ 
cusses a document of June 1943 (reproduced on p. 247) that had been found in the 
files of the Auschwitz camp authorities. It attributes a certain cremation capacity 
to each of the five Auschwitz crematoria. Pressac claims that those numbers are 
“purely hypothetical” and “based on no practice of any sort.” Then he revises those 
figures downward to some figures he doesn’t back up with anything. In the same 
paragraph, he then talks about “the low coke consumption figures” which he says 
prove something. 

For the point I’m trying to make, it’s not important what Pressac tries to prove. 
Fact is that he doesn’t back it up with anything, which renders his musings moot, 
null and void. 


38 Alan Chalmers, What Is This Thing Called Science?, 4th ed., Univ. of Queensland Press, Brisbane 2013, pp. 
65f.; https://books.google.com/books?id=3yp5ImOsB94C&pg=PT65 
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The capacity of a cremation device - the number of corpses it can incinerate 
within a given time span - and its efficiency - the amount of fuel it needs either per 
cremation or per operational time period - are extremely crucial device properties 
in our context. They are decisive in determining whether the Auschwitz authorities 
were merely trying to handle the victims of the epidemics raging inside the camp, 
or whether they build an excessive cremation capacity explicable only by the intent 
to mass-murder people. 

In order to get those properties right, its not good practice to depend on admin¬ 
istrative documents, since bureaucrats have never been known to be competent in 
technical matters. Its also not good practice to depend on the advertisement mate¬ 
rial of a vendor of such devices. Hyperbole and exaggerations - also called false 
advertisement - are rather common in the technical field. At the end of the day, 
resorting to technical literature, to experiments and to thermo-technical calcula¬ 
tions is the only way to be certain of gaining proper knowledge in these matters. 

To date, only one study of the Auschwitz cremation furnaces has been written. 
It is a three-volume work of 1,198 pages chock-full of calculations, references to 
expert literature, documents and photographs. 39 The most important insights we 
gain from it is that the cremation furnaces of Auschwitz were a cheap, stripped- 
down version of normal civilian cremation furnaces on a number of counts: 

- Their muffles were smaller, because they were designed to merely accommo¬ 
date one corpse at a time, without a coffin. The missing fuel-equivalent of the 
wooden coffin had to be compensated for with additional furnace fuel. 

- The furnaces had no means of recovering the heat from the exhaust gases (a 
so-called recuperator). The heat loss had to be compensated for with additional 
furnace fuel. Combustion air fed into the furnace was cold, hence, the entire 
furnace operated on average at lower temperatures, thus at extended cremation 
times. 

- The furnaces of the Birkenau crematoria had no forced-draff blowers increasing 
the chimney s draff. Moreover, their means of regulating the air flow with ports 
and shutters was very limited. Hence, they could rarely be operated under ideal 
conditions. 

- The 10 triple-muffle furnaces of the Crematoria II & III had a major design 
flaw: the combustion air of the two lateral muffles flowed into the center muffle, 
whose combustion air therefore flowed with twice the speed. As a result, the 
still-burning combustion gases rushed into the flues, overheating them and the 
chimney ducts. As a consequence, these crematoria suffered frequent break¬ 
downs due to damaged flues and chimneys. In addition, these units had only 
one blower feeding cold air indiscriminately into both lateral muffles, further 


39 Carlo Mattogno, Franco Deana, The Cremation Furnaces of Auschwitz: A Technical and Historical Study , 3 
volumes, Castle Hill Publishers, Uckfield 2015. 
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reducing the controllability of cremations. 

Although almost the entire documentation about the operation of these crematoria 
seems to have been lost or destroyed, we don’t have to rely on theoretical thermo¬ 
technical calculations and extrapolations from similar furnaces in order to figure 
out how much time it took to cremate a body in those furnaces, and how much 
coke each cremation required. As a stroke of luck, a furnace of basically the identi¬ 
cal design as were installed in Crematoria II & III at Birkenau was also installed at 
the Gusen Camp in Austria, and for this, some documents have been preserved. 
From them we can derive that a cremation of one single corpse took on average 
an hour, and that it required a little less than 30 kg of coke per hour (and corpse), 
if the furnace was operated continuously. Discontinuous operations increased the 
coke consumption accordingly. 

From the vast documentation of the Central Construction Office of Auschwitz 
we can glean that the first two crematoria of Birkenau becoming operational were 
also seriously damaged right at the beginning. Facing a catastrophic typhus epi¬ 
demic with thousands of corpses remaining uncremated, the Auschwitz camp au¬ 
thorities fired up these crematoria too fast and too unevenly. Crematorium II had 
its flues collapse and the chimney crack, while Crematorium IV was irreparably 
damaged and was subsequently taken offline, never to be used again. 

The common cliche has it that Auschwitz was a high-efficiency death camp 
where people were murdered and incinerated in a conveyor-belt fashion with the 
most-modern German technology available at the time. A close look into the doc¬ 
uments reveals, however, that the Auschwitz cremation devices were cheap, badly 
designed quick-fixes that failed repeatedly. Their efficiency and capacity were sub- 
par at best. 

Initially, only one crematorium was planned for the PoW camp at Birkenau. In 
the summer of 1942, however, two events forced the camp authorities to radically 
increase the projected cremation capacity: First, Himmler ordered that the camp 
be increased to a slave-labor population of some 200,000 inmates, and then the 
outbreak of the typhus epidemic with hundreds of victims every single day at a 
time when Auschwitz had only some 10% of the camp population envisioned by 
Himmler. 

Nonetheless, 46 cremation muffles (15 each in Crematoria II & III, and 8 each in 
Crematoria IV & V) is unparalleled for all German camps, and it seems excessive. 
However, if we put the number of muffles in relation to the mortality reigning at 
the camp when those plans were made - August 1942 for Auschwitz - and compare 
that with the same ratio of other camps for which no mass-extermination claims 
are made today, we receive the figures listed in the table shown: 40 


40 See Chapter 12 “Connection between Camp Strength and Number of Crematory Ovens” in: Germar Ru¬ 
dolf, Carlo Mattogno, Auschwitz Lies: Legends, Lies, and Prejudices on the Holocaust, 4th ed., Castle Hill 
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Relation between Inmate Mortality and Planned Cremation Capacity 



Dachau 

Buchenwald 

Auschwitz 

mortality during the month of furnace planning 

66 

337 

8,600 

number of planned new muffles 

4 

6 

.46. 

ration of mortality h- no. of muffles 

16.5 

56.2 

187.0 


It clearly demonstrates that Auschwitz was special, not so much for its planned 
cremation capacity, but for its horrendous mortality rate. Considering that it was 
planned to increase the inmate population to ten times the population of camps 
such as Dachau and Buchenwald, ten times their cremation capacity seems only 
“reasonable” within the “logic” of the Third Reich camp system. 

The Topf Company’s suggestion for the erection of a mass cremation device 
in early 1943 (Crematorium VI, or “ring incineration furnace,” see page 217) - a 
project that never came to fruition - must also be seen in the context of the persis¬ 
tently high mortality rate at Auschwitz, which continued well into the year 1943. 
Had the authorities planned mass exterminations in addition to the horrendous 
mortality due to diseases, they would not have dabbled in stripped-down versions 
of civilian cremation furnaces designed to cremate every corpse individually. Con¬ 
tinuously operating large-scale offal- and animal-carcass incineration plants would 
have been the obvious choice for that right from the start. 

Crematorium I 

On page 123, Pressac turns to the first crematorium put into operation at Aus¬ 
chwitz. He claims that the dearth of extant documentation makes it impossible “to 
formally establish proof of homicidal gassing in its morgue.” Since he wrote this, a 
number of additional documents have been found, which allow some more defini¬ 
tive conclusion in this regard. Before presenting some of them, it is crucial to note 
how Pressac “establishes” his claim of homicidal activities in this building. 

As evidence to establish the reality of homicidal gassing there remain only the 
testimonies of participants, the best known of whom are :” (ibid.) 

On the next page, he quotes one of the witnesses he relies on - Alter Fajnzylberg: 
“12 corpses could be put into one [cremation] opening, but no more than 5 were 
usually put, as they burnt more quickly in that quantity .” 

Pressac qualifies the 12-corpses claim as “mathematically possible, but not prac¬ 
tically,” stating that the 5-corpse claim “is closer to reality which was on average 
three (normal adult) bodies at a time.” Again, he does not say how he came to this 
conclusion. 


Publishers, Uckfield 2017, pp. 164-171. 
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Illustrations 13a&b: Crematorium of Mauthausen. Topf coke-fired double-muffle furnace 
Auschwitz type. The two added horizontal lines in the left photo represent the upper limits 
of two superimposed normal corpses, with the first lying on the muffle grate. The right-hand 
photo shows how high the stretcher would have had to be raised in order to introduce 
another, third corpse on top of the second. © Carlo Mattogno. 

As stated earlier, the Auschwitz furnaces were slimmed-down versions of civil¬ 
ian devices. Hence, they were designed to accommodate only one adult corpse at a 
time. This means that the muffle door and the muffle itself were smaller than what 
is common for civilian devices. Illustrations 13a&b illustrate the problem. They are 
based on a recent photo of the Topf double-muffle cremation furnace of the Mau¬ 
thausen Camp, whose design is identical to the furnaces installed in Crematorium 
I at Auschwitz. 41 The muffle door was just 60 cm wide and high; the muffle itself 
only 10 cm wider and higher (see p. 126). Its vaulted ceiling started arching already 
at a height of 35 cm above the muffle floor. The stretcher used to insert the corpse 
ran on rollers which were some 10 cm above the muffle floor. Hence, if the average 
adult corpse was some 25 cm high, this allowed only two corpses to be inserted at 
most. 

Even though it would have been possible to place two adult corpses into that 
muffle at once, this would have resulted in several severe thermo-technical prob¬ 
lems: 

- The first phase of cremation requires the evaporation of the water contained 
in the body (some % of its weight). This consumes lots of energy, which in the 
absence of a coffin has to be provided by the furnaces coke hearth. But that was 
designed in size only to provide the heat required for one corpse. Hence, insert¬ 
ing two corpses, requiring twice the amount of heat, would have drastically re¬ 
duced the muffles temperature at the beginning of the cremation, slowing down 


41 


Taken from Carlo Mattogno, The Real Case for Auschwitz: Robert van Pelts Evidence from the Irving Trial 
Critically Reviewed, Castle Hill Publishers, Uckfield 2015, p. 720. 
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Illustration 14: “Dance on the Roof” photo of 1945 (see p. 149), with spots numbered that 
_ seem to be depressions. _ 


the entire process considerably. 

- Once the corpses water had evaporated, the burning tissue of two corpses 
would have produced excessive heat. Furthermore, because the space between 
the two corpses and the muffle wall was too small, this would have resulted in 
the combustion gases flowing at a greater speed through the muffle, hence, they 
would have kept burning inside the flue. Both effects compound and would 
have severely damaged the crematoria’s muffles, flues, and chimneys. 

Although it was possible to insert two corpses at once, it is highly doubtful that this 
would have accelerated the process much, if at all, but it sure would have risked the 
integrity of the entire facility. It may well be that one of the reasons why Cremato¬ 
ria II and IV broke down shortly after being put into operation was the attempt to 
cremate two corpses at once in one muffle. If anything was gained by that in the 
short run, the subsequent breakdown of those facilities more than cancelled any 
advantage gained. 

The first point to be made here is that Pressacs witnesses are again in trouble. As 
a matter of fact, Pressacs favorite witness, Henryk Tauber, made similar technically 
impossible claims (see page 489): 

“Generally speaking , we burned 4 or 5 corpses at a time in one muffle , but some¬ 
times we charged a greater number of corpses” 
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Illustration 15: Section of an original German blueprint of Crematorium I, state of 1942, 
showing the morgue aka “gas chamber.” Z1 through Z4: positions of today’s Zyklon-B 
insertion shafts. D1 through D4 (gray squares): rough positions of the depressions 
“identified” by Pressac. VI&2: brick ventilation shafts, see Illustration 14. 

As mentioned before, just because many people claimed that witches can ride on 
broomsticks through the air, doesn’t make it true. It only proves that those wit¬ 
nesses were all exposed to the same kind of lore and repeated it uncritically. 42 

The second point to be repeated here is that Pressacs arbitrary method of “ad¬ 
justing” anecdotes has nothing to do with science or technology. 

The only documentary evidence Pressac offers for the existence of a homicidal 
gas chamber in that building is a photo of the roof taken after the war (p. 149). He 
claims to have identified three spots where the former holes were located through 
which Zyklon B is said to have been poured into the room below. A closer analysis 
reveals, however, that there are in fact four such spots, see Illustration 14. Three of 
them - #1 through #3 in Illustration 14 - run parallel to the line of the two ventila¬ 
tion brick chimneys, while the fourth is on a line roughly perpendicular to this at 
the height of Spot 1. Illustration 15 shows both the rough positions of these spots 
(D1 through 4, grey squares) and the positions of the Zyklon-B insertion shafts as 
they exist today (Z1 through 4, black squares). As can be seen, there is no relation 
between them. Neither are there three Zyklon-B insertion shafts in a straight line, 
nor is there any shaft even remotely close to Dl. 

The Zyklon-B insertion shafts existing today were allegedly put in exactly where 
traces of the old, original shafts could be seen. That is at least what officials from the 
Auschwitz Museum claim. 43 Interestingly, as Pressac observed correctly on p. 133, 
“photos of the interior showing the state of the premises were not taken at the be¬ 
ginning of 1945.” In a letter of March 31, 2016, the Auschwitz Museum confirmed 
that they actually have no documentation whatsoever about the state of that build¬ 
ing after the retreat of the German forces from the area, and none was prepared 


42 Fajnzylberg also stated that, inside the cremation furnaces, “The corpses lay on grates under which coke 
was burning” (p. 124), when in fact the coke was burning in the coke gasifier located behind the muffle in 
the rear of the furnaces, see its cross section on p. 132. When reconstructed after the war, those gasifiers 
were not put where they originally were, so Fajnzylberg actually describes the erroneous post-war situa¬ 
tion; see C. Mattogno, F. Deana, op. cit. (note 39), Vol. 3, pp. 74f. 

43 Franciszek Piper, interview with David Cole, VHS video, 1992; youtu.be/iXKHwOEZrqM; 28:38-28:51. 
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Auschwitz 



Birkenau 


Oswi^cim 31.03.2016 


CB/1944 


Dear Sir 


In response to the letter from 14 March, I would like inform that unfortunately we can not help you. 
Our museum does not have any documents on matters that interest you. 

From the memories of former employees (very often ex-prisoners) we know that the work on the 
reconstruction of furnaces, chimney etc., made in the second half of 1947. 


Best regards 


dr Igofl Bartosik 


Illustration 16: Writing of Dr. Igor Bartosik from the Auschwitz Museum confirming that no 
documentation has been preserved proving that there were any traces of former Zyklon-B 
insertion holes in the roof of Crematorium I at Auschwitz prior to its “reconstruction” in 

1947. 


(or preserved) regarding the post-war reconstruction of that building either, see 
Illustration 16. 44 As to “former employees” mentioned in that letter who testified 
about this, we know only of one, Adam Zlobnicki, a former museum guard who 
testified about that in 1981. He claimed that the new shafts built by the museum 
in 1947 were put exactly where traces of former holes could be seen, and that they 
were made of bricks, when in fact they were - and still are - made of wooden 
planks. 45 Why a former museum guard would know what exactly happened during 
the “reconstruction” of that building in 1947 is beyond me. Any museum official or 
architect, engineer or even bricklayer involved in that reconstruction would have 
been a better witness. But maybe none of them were willing to lie on record? 


44 For the entire letter see Carlo Mattogno, Curated Lies: The Auschwitz Museums Misrepresentations, Dis¬ 
tortions and Deceptions , Castle Hill Publishers, Uckfield 2016, p. 15. 

45 Auschwitz Museum Archives B, Statements, Vol. 96, p. 60. 
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Illustration 17: Distribution of holes in the morgue’s roof of Crematorium I (today’s 
situation). The missing partition wall, here shown with 50% transparency, was erroneously 
removed by the Auschwitz Museum in 1947. 


That this is nothing but a lie can be seen from Illustration 17, which shows how 
the holes are distributed on the ceiling of what is today presented to tourists as 
“the gas chamber.” Compare this with the distribution of these holes (Zl-4) in Il¬ 
lustration 15, the original morgue. This clearly shows that the holes were made to 
be evenly distributed on the ceiling of the room as it is today. This room, however, 
includes an airlock added only in 1944, and it is missing a wall which originally 
separated the morgue from the adjacent washing room. Thats why there is no doc¬ 
umentation and no credible witness account about traces of former original holes. 
Unless proven otherwise, we must assume that they simply didn’t exist. 

Next on our agenda is a brief overview of the morgue’s ventilation system. In his 
second book, Pressac describes the history of this systems in more detail, because 
he found more documents about it when visiting the Russian War Archives in Mos¬ 
cow. 46 A system ventilating the entire building was offered by the Topf company 
in late 1940, 47 and after several design changes, an order for it was finally placed in 
March of 1941. 48 Since delivery was not expected for another six months, a tempo¬ 
rary system was installed which simply connected the morgue with the furnace’s 
flue, hence using the crematorium chimney’s draft to suck out stale air from the 
morgue. 49 That system failed in the summer of 1941, when the second cremation 
furnaces of that crematorium came into frequent use. That second furnace was 


46 Jean-Claude Pressac, op. cit. (note 1), pp. 17-19. 

47 Russian War Archives, 502-1-312, pp. 136f. 

48 Ibid., 502-1-312, p. 118. 

49 Ibid., 502-1-214, p. 67. 
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Illustration 18: Section enlargement of a 1942 inventory blueprint of Crematorium I. 
Note the air intake duct on the left, a feature of the building’s second makeshift ventilation 
system installed in late 1941, and used at least until late 1942. 


close to the morgue. When in operation, the ventilation duct from the morgue had 
to be closed, because the flue gases of the second furnace would otherwise enter 
into the morgue. 50 

Hence, a second make-shift ventilation system was installed starting in Septem¬ 
ber 1941, since Topf s proper system had still not been delivered. 51 That second 
temporary system consisted of an air-intake fan, visible on a 1942 blueprint - see 
Illustration 18 52 - and a duct channeling the morgues stale air to the chimney. 
Topf s ventilation system arrived at Auschwitz later that year, but a letter by Topf of 
late October 1942 indicates that their system had still not been installed. 53 A month 
later, the camp authorities requested the immediate installation of this ventilation 
system, but there is no documentation confirming that it actually was installed. 54 

Be that as it may, Topf s ventilation system, designed in late 1940/early 1941 
when no one was thinking of equipping this building with a homicidal gas cham¬ 
ber, was designed for a simple morgue. Yet for an entire year, instead of using 
that professionally designed system, the camp authorities made do with an infe¬ 
rior makeshift solution that could not possibly have been more effective than the 
Topf system. This makeshift solution was at best barely capable of ventilating the 
morgue. 


50 Ibid., 502-1-312, p. 111. 

51 Visible from a number of work orders, see ibid., 502-2-1, pp. 74f. 

52 Ibid., 502-2-146, p. 21. 

53 Auschwitz Museum Archives, BW 30/34, p. 96. 

54 Russian War Archives, 502-1-314, p. 17. 
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That morgue is said to have 
been converted into a homicidal 
gas chamber in late 1941, and is 
said to have served as such inter¬ 
mittently until the so-called bun¬ 
kers of Birkenau went into opera¬ 
tion - that is to say, until spring or 
early summer 1942. 

Installing a ventilation system 
drastically more powerful than 
the makeshift systems put in place 
in late 1941 would have been ab¬ 
solutely pivotal for a homicidal 
conversion. Yet the camp authori¬ 
ties did not even bother to install 
Topf s standard system. It rusted 
away in some warehouse. This 
speaks volumes in and of itself 

Now lets turn to the door 
separating the morgue from the 
furnace room. Today, there is no 
door at all in the wall opening 
connecting both rooms, not even 
a door frame, see Illustration 19. 

As Pressac describes correctly, 
the original door had been walled 
up when the SS converted the building into an air-raid shelter in late 1944. After 
the war, the Poles knocked a new opening through that wall, although both of the 
wrong size and at the wrong place - and without any door. 

Original wartime blueprints reveal that this opening used to have a swinging 
door, see Illustrations 20a&b 55 and 21a&b. 56 Such a swinging door was very con¬ 
venient for crematorium workers whose hands were tied up carrying corpses from 
the morgue to the furnace room. It would also automatically close behind them, 
thus preventing too much warm air from getting from the furnace room into the 
morgue. 

A door designed to swing both ways is utterly worthless as a gastight homicid- 
al-gas-chamber door. Such a swinging door could not be properly braced against 
dozens or even hundreds of panicking gassing victims attempting to bash it down. 



Illustration 19: Wall opening connecting the former 
morgue (“gas chamber”) with the furnace room in 
Crematorium I today. 


55 Ibid., 502-1-312, p. 135. 

56 Ibid., 502-2-146, p. 21. 













Illustration 21a&b: SS blueprint of Crematorium I drawn on April 10, 1942, while the 
morgue was allegedly being used as a homicidal gas chamber, again clearly showing a 


swinging door between the morgue (bottom, inside added rectangle) and the furnace room 


(top). See section enlargement in the inset. 
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Illustration 22a&b: SS blueprint of Crematorium I drawn on September 21, 1944, also 
clearly showing a swinging door (although with inverted opening direction) between the 
former morgue (bottom) and the furnace room (top). See section enlargement in the inset. 



Illustration 23: Blueprint of Crematorium I, situation as given in 1942. (Source: present 
book, p. 151, cleaned up by the author.) Dotted lines: two possible ways for intended 
victims to enter the morgue aka “gas chamber. ” 
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More importantly, a swinging door of this type would by necessity contain a size¬ 
able gap between the door and the door frame to allow such a swinging action to 
occur in the first place. Such a door would also have gaps above and below the 
door. These big gaps mean that this swinging door could not have been gastight at 
all, rendering it unfit for use in a location where large amounts of poison gas are 
being used. 

Even the blueprint for the conversion of this building into an air-raid shelter for 
the SS shows a swinging door, see Illustrations 22a&b, although the opening direc¬ 
tion is inverted. 57 This blueprint is flawed in this regard anyway, because this door 
was ultimately walled up during that conversion. 

Evidence of this swinging door existing unmodified inside Crematorium I be¬ 
fore (1940), during (1942), and after homicidal gassings (1944) are said to have oc¬ 
curred there is strong evidence against the orthodox narrative about this buildings 
misuse for mass homicide with poison gas. 

One could posit that what we see here is not a swinging door, but rather are two 
doors, each opening into the room it is closest to. Although possible, that design 
would have been fatally flawed for a homicidal gas chamber as well, because the 
door opening into the morgue could not have been opened in case of mass killings, 
as corpses lying in front of it would have blocked it. 

A detail ignored by Pressac is the way the alleged gassing victims would have 
entered the morgue. Until the late 1990s, the Auschwitz Museum falsely claimed 
that the air-raid shelters airlock, added only in 1944, was the “victims entry.” In 
fact, until that buildings conversion to an air-raid shelter, there was no direct ac¬ 
cess to the morgue from the outside. There would have been only two ways for the 
victims to get to their place of execution: either by walking through the vestibule 
and then through the furnace room, where their deceased fellow inmates were 
just being cremated - a rather absurd idea (black dotted line in Illustration 23) - 
or from the vestibule through the laying-out room and the washing room, where 
corpses were being prepared for dissections (grey dotted line in Ill. 23). This isn’t 
quite believable either. 

Consider also that the mortality in Auschwitz was always high. Inmates were 
dying at an alarming rate on any given day, and these corpses were being stored 
in the morgue. The question is: how can one even consider converting a morgue 
into a homicidal gas chamber, if that morgue is constantly and desperately needed 
in order to store corpses of those who died of “natural” causes (old age, diseases, 
exhaustion, malnutrition, abuse etc.) or were executed in any other way (mostly by 
shooting)? Where were all these corpses stored when the morgue had to be cleared 
for a gassing? 


57 Ibid., 502-2-147, p. 20. 
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Wrapping up my brief treatise of 
Crematorium I, it is interesting to 
analyze the work order which de¬ 
scribes in detail the changes imple¬ 
mented when this morgue was con¬ 
verted to an air-raid shelter in 1944. 58 
It contains a detailed description of 
the installation of gastight windows 
and doors as well as new openings to 
be made in the walls, although that 
probably referred to the roof: 

“installation of gastight doors , 
shutters , and windows; 
openings in wall necessary for 
heaters and various ventilation 
ducts and hoses ” 

According to that, there had not been any gastight doors and windows, or open¬ 
ings in the walls/roof prior to this time, except of course for the air intake of the 
morgues makeshift ventilation system, which was located where the shelters air- 



lllustration 24: Closed ventilation hole in the 
airlock of Crematorium I. 

© Carlo Mattogno. 



Illustration 25: Morgue of Crematorium I, today’s situation. Grey circles #1 through #4: 
position of former circular holes, now filled in. #1 was the air-intake hole of the morgue’s 
makeshift ventilation system, today locate in the airlock, see III. 18 & 24. #2 to #4 were 
added during the 1944 conversion of this building to an air-raid shelter; see III. 26a-c. Black 


squares: the museum-created Zyklon-B shafts; empty rectangles: brick ventilation shafts of 
the air-raid shelter, still existing today, see III. 14. 



Illustration 26a-c: From left to right: The three circular openings #2 to #4 in the roof of 
Crematorium I (see Illustration 25). They are visible on the ceiling of today’s morgue aka 
“gas chamber.”Added during the building’s 1944 conversion to an air-raid shelter, they 
were filled up again in 1947 by the Auschwitz Museum. © Carlo Mattogno. 


58 Ibid., 502 - 1 - 401 , p . 34 . 
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lock was put in. It was filled in during that conversion and can be seen to this day 
in the airlock, see Illustration 24. 

If the morgue had four (Zyklon-B) openings in its ceiling already, it must be 
assumed that the camp authorities would have used them for any stove pipes and 
ventilation ducts, rather than compromising the roofs integrity even more by 
knocking more holes through it. Fact is, however, that five more holes were indeed 
added during that conversion. But because those holes were in inconvenient places 
and thus unsuited to be presented as Zyklon-B insertion shafts, the Auschwitz Mu¬ 
seum filled three of them in in 1947 during their “reconstruction” of that place, see 
the grey circles in Illustration 25, and the photos in Illustrations 26a-c. Two more 
holes ending in two of the air-raid shelter s brick-built ventilation shafts are located 
near the morgues internal wall and were left by the museum as they were, see the 
empty rectangles in Illustrations 15 and 25 as well as the 1945 photo in Illustration 
14. 

The Bunkers of Birkenau 

The first rumors about gas chambers at Birkenau were circulated at the end of Au¬ 
gust 1942, although the term “bunker” wasn’t used yet. In a “Letter written from 
the Auschwitz camp” on August 29, 1942, we read: 

“Most terrible are the mass executions by means of gas in chambers built for that 
purpose. There are two and they can take in 1200 persons. They are equipped with 
baths and showers , but instead of water there is gas coming out of them.” 

In late summer 1942, the representation of the Polish government in exile working 
clandestinely in Poland picked up on these rumors and started reporting about 
them in their reports to London. The first reports were not very specific, but a re¬ 
port of November 1942 has some revealing aspects to it: 59 

“The others [...] went directly to the Degasungskammer. [...] an installation of 
5 modern chambers was built [...]. It comprises 6 [sic] blocks (windowless , with 
double doors and modern apparatuses for feeding the gas and for ventilation) 
[...]” 

None of these features - showers, windowless, double doors, modern device for 
feeding the gas and a ventilation system - are said to have been part of what cur¬ 
rent mainstream historiography claims about the bunkers, which are said to have 
been converted residential houses confiscated from local Polish farmers. In fact, 
they allegedly had little windows or shutters through which Zyklon B was thrown 


59 


Kazimierz Smoleri (ed.), “Oboz koncentracyjny Oswi^cim w swietle akt Delegatury Rz^du R.R na Kraj,’ 
Zeszyty Oswigcimskie, Special Number I, Auschwitz 1968, pp. 60f. 
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in, no device - modern or otherwise - for feeding in the poison, and no ventilation 
system either. 

No person in their right mind could possibly take any claim seriously that a 
facility not having any ventilation system at all could seriously be considered, let 
alone used, as a mass execution facility using poison gas. Individuals making or 
believing such claims ought to be research subjects of psychiatrists. 

Returning to the initial reports of the Polish resistance, what we are dealing with 
here is a mixture of features of the various fumigation gas chambers which were 
being planned and erected at Auschwitz starting that summer. The 19 Degesch 
“B egasungskammern ” (fumigation chambers, see Illustration 6) planned for the 
new reception building at the Main Camp, whose name got corrupted to “Dega- 
sungskammern,” were indeed “windowless, with double doors [in terms of two 
opposing doors] and modern apparatuses for feeding the gas and for ventilation.” 
The reception building also had large shower rooms not far from those fumigation 
chambers. 

At the same time the reception building was projected for the Main Camp, two 
large hygiene buildings were being built at Birkenau, each with showers for the 
inmates and, only a short distance away, a separate wing for Zyklon-B fumigations. 
As is the case for most blueprints created at Auschwitz, this one was drawn by an 
inmate (prisoner no. 18356). That fumigation room was called “Gaskammer” in 
the blueprint. Originally, the doors were “double doors”, although that plan was 
later dropped, and single-leaf doors were installed instead. The rooms had two ven¬ 
tilation fans each, installed in the walls opposite the doors, but they had no device 
for feeding and dissipating the insecticide. See Illustration 27. 

The fact that the fumigation room was called “Gaskammer” cannot be empha¬ 
sized strongly enough. The term “Gaskammer” - gas chamber - was commonly used 
in German technical and administrative writings in order to describe a fumigation 
chamber (next to the term “Begasungskammer”). See for instance the title of the 
German government publication Blausauregaskammern zur Fleckfieberabwehr; 60 
and the term “Gaskammern” used by Degesch in their ads, see Illustration 28. 61 

Since no homicidal gas chambers ever existed in Germany - or the whole of 
Europe, for that matter - prior to what is said to have transpired since 1941 at 
Auschwitz and elsewhere, no technical term for a homicidal gas chamber existed. 
Hence, unless proven otherwise, whenever we encounter in German technical or 
administrative writings of that time the term “Gaskammer,” it ought to be under¬ 
stood as describing a fumigation chamber. 

This is important, because when encountering the term “Gaskammer” in war¬ 
time documents dealing with Auschwitz, most people, Pressac included, get all 


60 By Hermann Breymesser, Erich Bernfus, Reichsarbeitsblatt, Special Print, Berlin 1943. 

61 Der praktische Desinfektor, Issue 2, Erich Deleiter, Berlin 1941, inside cover. 
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Illustration 27: Building 5b at the Birkenau Camp; section of a blueprint of May 9, 1942 
(see p. 56). The facility was equipped, among other things, with a Zyklon-B fumigation 
chamber and inmate showers. The German term for the fumigation chamber was 

‘Gaskammer. ” 


hyped up thinking they found documentary proof for the existence of homicidal 
gas chambers. As we shall see later, thats more a case of obsessive paranoia than 
rational analysis. 

The use of the word “gas chamber” on many a German document dealing with 
the Auschwitz fumigation chambers must have fired up the imagination of the in¬ 
mates drawing and typing these documents, and it sure was a golden opportunity 
for the various resistance movements as well as for Allied atrocity propaganda ef¬ 
forts against Germany. 

As mentioned earlier, the stories about the “bunkers” as told by so-called wit¬ 
nesses and compiled by mainstream historiography ended up telling an entirely 
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different, quite unbeliev¬ 
able story than what was 
initially reported. 

When it comes to ma¬ 
terial evidence for these 
claims, none exists for 
“Bunker 1,” and the foun¬ 
dation walls presented as 
remnants of “Bunker 2” 

(see Illustration 29; Pres- 
sacs drawing of them on 
p. 174 is inaccurate) show 
a size and partition walls 
which are completely in¬ 
compatible with what wit¬ 
nesses have claimed about this building (see p. 173). Although it is claimed that the 
internal walls were removed when “Bunker 2” was converted to a chemical slaugh¬ 
terhouse, that is doubtful, because judging by the foundations, these might have 
been load-bearing walls that could not have been removed without compromising 
the integrity of the entire building. 

When it comes to documentary evidence, not a trace has been found to this 
day suggesting that anything sinister was ever done with any old residential house 
taken over by the Auschwitz camp authorities. 62 The closest we can get to this is the 
conversion of an existing house to a shower cum sauna and fumigation facility for 
the SS guards. It was located in the area which later became Construction Sector III 
of the Birkenau Camp, and its conversion was completed in November of 1942, 63 
so it may be safe to assume that planning for this facility started sometime during 
the summer of 1942. Sector III is exactly the area where, in late 1941/early 1942, 
an existing building is said to have been converted to a homicidal gas chamber, 
accompanied by huge mass graves, which was later dubbed “Bunker 1.” Would the 
SS have built a bath house for their guards right next to a mass murder facility with 
huge stinking mass graves? It seems more likely that the conversion of this building 
into a facility equipped with a “gas chamber” - meaning fumigation chamber - was 
the seed crystal for the rumors about Bunker 1. 

Mass graves, by the way, did indeed exist not too far away from what was to 
become Construction Sector III, as can be seen from air photos, see Illustration 30. 


62 A laudable effort to prove a negative - the non-existence of documentary evidence for the bunkers - was 
undertaken by Carlo Mattogno in his book Debunking the Bunkers of Auschwitz: Black Propaganda versus 
History , Castle Hill Publishers, Uckfield 2016. It contains lots of additional pertinent material. 

Russian War Archives, 502-1-024, pp. 32f., 77; 502-1-026, pp. 65-67; 502-1-332, pp. 46&a; 502-1-267, pp. 
15-17. 
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Illustration 28: Typical ad of the distributor of Zykion B 
using the German term “Gaskammern” (gas chambers) for 
fumigation chambers. 
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Illustration 29: Photo of the foundation walls of a building today presented by the 
Auschwitz Museum as remnants of “Bunker 2.” 


But they can easily be explained by the huge amount of victims which the escalat¬ 
ing typhus epidemic caused since the summer of 1942. As Pressac correctly notes, 
Crematorium I broke down around the same time, requiring a complete rebuilding 
of its flues and chimney, which took many weeks, if not months. With hundreds of 
victims dying during that time period every single day and no cremation facilities 
available at all, most of the victims must have been buried in mass graves - at least 
temporarily. 

Only two related documents have been found so far which use the term “bun¬ 
ker” in a way that has no innocuous context - because they have no context at all. 64 
They date from March 1944 and speak of an electric cable leading to “Bunker I” to 
be dismantled, because it was no longer needed. There are two problems with these 
documents: 

1. The term bunker shows up in documents of the Auschwitz camp authorities a 
number of times, but they always refer either to bulk storage facilities (potatoes, 
coke, munitions, food), to an inmate prison (the underground prison of the 
Main Camp), or to air-raid shelters, because these are the three possible mean¬ 
ings this term can have in the German language. The two documents referred 


64 


Igor Bartosik, Lukasz Martyniak, Piotr Setkiewicz, The Beginnings of the Extermination of Jews in KL 
Auschwitz in the Light of the Source Materials , Auschwitz-Birkenau State Museum, Oswi^cim, 2014, p. 
101 . 
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Illustration 30: Section of an air photo of Birkenau area taken on May 31,1944. U.S. 
National Archives, Record Group no. 373, Mission 60 PRS/462 60 SQ. Can D 1508, 
Exposure 3055. North is to the right. From left to right we see Construction Sector I 
through III (BAI to BAIII). The mass graves can be seen west of (above) Sector III, see the 

magnification in the inset. 


to here don’t explain what kind of bunker is meant, which is why the Auschwitz 
Museum parades them as “proof.” 

2. The orthodox Auschwitz narrative has it that Bunker 1 was dismantled in late 
1942 , when a large sewage treatement plant was built in the area, hence, no 
document later than that should refer to that building anymore. Bunker 2, on 
the other hand, is said to have been in use at least until late summer of 1944, so 
its electric supply line could not have been considered expendable. 

These documents therefore prove only that some existing but decommissioned fa¬ 
cility in Birkenau was called Bunker I by the camp authorities in early 1944. It is 
neither known where it was located nor what its purpose was. 

The biggest hole in the “bunker” story concerns the events which are said to 
have transpired starting in mid-May 1944 until late that summer. The orthodox 
narrative has it that the vast majority of the 450,000+ Hungarian Jews deported 
to Auschwitz during that period of time, plus some 65,000 Jews from the Lodz 
Ghetto, were murdered on their arrival. Since the capacity of the crematoria is said 
to have been way too small both for the murder and the cremation of the victims, 
many thousands of these Jews are said to have been killed in Bunker 2. These vic¬ 
tims, together with many murdered in Crematorium V, are said to have been cre¬ 
mated in huge, deep ditches nearby these facilities. 

This raises two issues that were completely ignored by Pressac: 

1. The Birkenau Camp was located in a swampy area. Although the camp itself was 
step by step equipped with a system of drainage ditches lowering the ground- 
water level, the areas where Bunkers 1 and 2 are said to have been located were 
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not part of that drainage system. How high was the groundwater level? Would 
it have prevented any cremations in deep ditches? 

2. Mass cremations of thousands of corpses on pyres outdoors would have been a 
massive logistical undertaking leaving massive traces on the ground and, while 
in operation, also in the air in terms of smoke. On what scale would these ac¬ 
tivities have been carried out? Furthermore, Allied and German reconnaissance 
aircraft were repeatedly taking images of the area. Do their photos confirm what 
has to be expected? 

The second point is almost literally a smoking gun. But first things first. 


Groundwater Level 


Two expert studies, made inde¬ 
pendently of each other, demon¬ 
strated that the groundwater level 
in and around Birkenau was just 
a foot or two below the surface 
between 1941 and 1944. 65 It can¬ 
not be denied, however, that the 
Birkenau Camp had a sophisti¬ 
cated system of drainage ditches 
which lowered groundwater level 
at least in the area where the sys¬ 
tem had an effect. In 1944, this 
system was highly developed, but 
any trench incinerations during 
1942/43 would have been locat¬ 
ed far away from the developed 
area. Furthermore, the drainage 
system was built only since 1942. 
But even the drainage system 
which existed in 1944 was unable 
to lower the groundwater level 
in the camp to more than three 
feet below ground level. Hence, 
witnesses claiming trenches of 



Illustrations 31a&b: A little more rain than usual, 
and the levels of the nearby rivers Sola and Vistula 
rise to such a degree that the best drainage system 
won’t stop the river water from flooding much of the 
Birkenau Camp, as here in May 2010. 

© Warren B. Rout ledge 


65 Michael Gartner, Werner Rademacher, “Ground Water in the Area of the PoW camp Birkenau,” The Revi¬ 
sionist , 1(1) (2003), pp. 3-12; Carlo Mattogno, “Open Air Incinerations in Auschwitz: Rumor or Reality?,” 
The Revisionist , 1(1) (2003), pp. 14-17; reprinted in Carlo Mattogno, Auschwitz: Open-Air Incinerations, 
2nd ed., Castle Hill Publishers, Uckfield 2016, pp. 97-127. 
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considerably more than three feet deep - for whatever purpose they might have 
been used - are at least exaggerating. 

It is entirely possible that there were open-air incinerations in Birkenau in the 
fall of 1942. Considering the high groundwater level, the corpses buried in the 
mass graves mentioned earlier (see Illustration 30) could poison the local drink¬ 
ing water. To prevent yet another health catastrophe, the camp authorities may 
have decided, after several weeks or months, to exhume those typhus victims again. 
Since the crematoria of Birkenau were only being built at that time, and because the 
old crematory in the Main Camp was still out of commission, the camp authorities 
might have had no choice but to burn the exhumed bodies outdoors. However, this 
probably did not happen in deep trenches but rather on the surface. 

According to the Kalendarium , often quoted by mainstream historians as the 
standard chronology of Auschwitz events, which relies exclusively on witness ac¬ 
counts when it comes to the claimed mass murders, these incinerations of previ¬ 
ously buried corpses occurred between September 21 and late November 1942. 66 

Hence, witnesses describing outdoor incineration cannot be dismissed out of 
hand completely. However, most of these testimonies relate to burning the corpses 
of prisoners who are claimed to have been murdered in gas chambers, which is a 
different matter. 

Outdoor Mass Cremations 

Every once in a while, some animal disease causes a major epidemic among live¬ 
stock, killing hundreds or even thousands of cattle, pigs and sheep. Many more of 
them often need to be culled in order to stop the epidemic from spreading. Faced 
with a sudden surge of animal cadavers and only limited, insufficient cremation ca¬ 
pacities, public health authorities rush to solve the problems caused by these piles 
of dead animals by resorting to huge outdoor pyres. After several of these episodes, 
many public health authorities have developed crisis management plans that give 
instructions to affected farmers and local authorities on how to build and maintain 
such huge cremation pyres. 

I certainly don’t want to be disrespectful to the victims who died during World 
War Two for a number of reasons, but it cannot be denied that the experiences 
gathered during those livestock health crises can serve historians to understand 
what must have transpired at Auschwitz and other places when the camp authori¬ 
ties are said to have resorted to large-scale outdoor cremation pyres in order to 
cremate thousands of victims per day. 


66 


Danuta Czech, Kalendarium der Ereignisse des Konzentrationslagers Auschwitz-Birkenau 1939 - 1945 , Ro 
wohlt, Reinbek 1989, p. 305. 
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Illustration 32a-e: Scenes from 
the 2001 hoof-and-mouth epidemic: 
heavy equipment, flaming infernos, 
asbestos suits, huge pits, disturbed 
soil, smoke blanketing the area, 
(http://www. whale. to/m/fmd70. html) 


Heinrich Kochel has undertaken the thankless task of analyzing the space, time, 
and fuel requirements for mass incineration of cattle that had died during a mas¬ 
sive hoof-and-mouth epidemic in Great Britain in 2001 (see Ill. 32a-e). Uncounted 
thousands of animal carcasses had to be incinerated on pyres within a short period 
of time. 67 

Kochel applied the data resulting from this event to the claimed mass incin¬ 
erations in the alleged German extermination camps at Belzec, Sobibor and Treb- 
linka, in order to estimate the amount of space and fuel needed as well as the time 
and labor efforts required. Kochels study can be applied analogously to Auschwitz, 
although the presence of crematoria renders it a little more difficult. 

According to this, a pyre of the size required in Auschwitz to incinerate hun¬ 
dreds, if not thousands of corpses a day could only have been cleared of ashes after 
one week at the earliest. Such large fires burn for one to two days, and the remain¬ 
ing embers keep glowing for many more days. 

Consider that, during the first 15 days of the deportation of Hungarian Jews 
to Auschwitz, 134,400 are said to have been murdered. Even if we assume that the 
crematoria during those days worked at maximum capacity - which they didn’t, 


67 Heinrich Kochel, “Outdoor Incineration of Livestock Carcasses,” Inconvenient History , 7(1)2015; reprint¬ 
ed in C. Mattogno, Auschwitz:..., op. cit. (note 65), pp. 128-140. 
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Illustration 33yAir photo of the Birkenau Camp taken on May 
31,1944 (see III. 30). 


III. 34: Section 
enlargement of III. 32 
showing the area of 
Crematorium V and a 
small area close to it from 
which smoke is rising. This 
is the only smoke visible 
on this photo. 


Illustration 35: Same air photo as in III. 33, yet with smoke photoshopped in coming from 
one long cremation pyre north of Crematorium V, and from several large cremation pyres 
around the location of the claimed Bunker 2. 


Crema toriu m V 
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because the documents show that they were be¬ 
ing repaired - they couldn’t have handled more 
than a thousand corpses a day or only a little 
more than 10% of those murdered. The rest 
must have been cremated outdoors. That’s some 
120,000 corpses within 15 days, or some 8,000 
per day. 68 The surface area required to build as 
many pyres as would have been needed to ac¬ 
complish such a task, and to store the necessary 
fuel, would have been around half a square mile. 

This is far larger than what any witnesses ever 
claimed. 

Keeping in mind that this huge cremation ef¬ 
fort is said to have been carried out on swampy 
river meadows, the whole area would have been 
turned into a swampy morass by such intensive 
activity of hauling corpses and fuel to the pyres, 
and removing the ashes and cremation remains 
away from them. All the vegetation would have 
been destroyed. The whole area would have been one muddy, swampy pit. 

On May 31, 1944, an air photo was taken of the Birkenau Camp. Considering 
the massive size of the ongoing outdoor allegedly cremations carried out at that 
time, a large part of the photo downwind of the areas where the pyres are claimed 
to have been, should have been covered in smoke. 

The actual photo, see Illustration 33, has only one tiny, barely visible area from 
which smoke rises. Not from any of the crematorium chimneys, but from a small 
area north of Crematorium V, see Illustration 34. Hence, we know that the wind at 
that time came roughly from the south. If we use that information, and the claim 
that those cremation pyres are said to have been located both north of Cremato¬ 
rium V - between the Crematorium and the camp’s fence - and a larger area of 
pyres in the vicinity of Bunker 2, then what we would expect to see is what I have 
photoshopped into Illustration 35, which is a copy of Illustration 33: Most of the 
area downwind of those cremation-pyre areas should be blanketed with smoke. 

But as you see in Illustration 33, you don’t see anything. The same is true for any 
other air photo ever taken during that spring and summer of 1944. 69 Some of them 
show small smoke plumes rising from a small area north of Crematorium V, such 

68 See C. Mattogno, Auschwitz:..., op. cit. (note 65), pp. 57-65. 

69 For more such photos and their analysis see C. Mattogno, Auschwitz:..., op. cit. (note 65) as well as Ger- 
mar Rudolf, Air Photo Evidence: World War Two Photos of Alleged Mass Murder Sites Analyzed , Castle Hill 
Publishers, Uckfield 2017. 



Illustration 36: British air photo of 
August 23, 1944 showing smoke 
rising from an area just northwest 
of Crematorium V. 
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as shown in Illustration 36, 70 but thats as bad as it ever gets. Nothing else that looks 
suspicious can be found on them. There is not a single trace of large-scale outdoor 
cremations to be found. 

Two images exists which are said to depict outdoor cremation scenes during 
the extermination of the Hungarian Jews in the summer of 1944, allegedly show¬ 
ing the area north of Crematorium V, seen from inside that building, see in the 
present book on page 422. Large-scale magnifications and critical analyses of these 
two scenes cast doubt on the claim that these are photos, making it more likely 
that they are actually drawings. 71 But even if they really are photos of the claimed 
location and time, the size of the area shown is fully consistent with the area from 
which smoke is shown rising on some of the air photos (see Ill. 34 & 36). Whatever 
it is that is smoldering there - corpses or merely their clothes, or other items - the 
scale is ridiculously small compared to what is claimed to have unfolded there. 72 
Had thousands of corpses been burning there, the photographer would not have 
hesitated to capture that huge scene. But he didn’t. 

More “photos” exist that are said to have the same origin (p. 423), but they are 
so blurred that the photographer must have shaken the camera on purpose - or 
triggered it accidentally will swinging it around. Pressac’s claims about them are 
mere conjectures. 


Criminal Traces 

The extant documentation on Birkenau’s Crematoria II & III, and to a lesser degree 
on Crematoria IV & V, is the most comprehensive and complete of all the Ausch¬ 
witz structures. Consequently, it includes many documents that contain terms or 
phrases which Pressac considers to be “criminal traces” allegedly pointing to a 
homicidal function. He discusses them in his Chapters 5 through 7 on Crematoria 
II through V, and repeats them again in his separate Chapter 8 dedicated to “crimi¬ 
nal traces.” This unsystematic, repetitive pattern is typical for Pressac’s work. In 
order to put some order into Pressac’s creative chaos, I will dispense with discuss¬ 
ing the two different types of crematoria separately, as several of the criminal traces 
listed by Pressac concern both types. 

Since his 1989 book was published, more documents have been found which 
led Pressac to add a number of additional “criminal traces” to his list. On the other 
hand, several of his traces aren’t criminal in nature at all, as Pressac himself noticed, 

70 British National Archives; http://ncap.org.uk/frame/l-l-89-l-71 , UNI: NCAP-000-000-029-090; sortie: 
60PR/0686; frame 3084. 

71 See for instance Germar Rudolf, Lectures on the Holocaust, 3rd edition, Castle Hill Publishers, Uckfield 
2017, pp. 339-342. 

72 For details see Carlo Mattogno, Auschwitz:..., op. cit. (note 65), pp. 41-50. 
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for example his #33 and #34 (page 456). Furthermore, he counts a number of items 
twice, for example #13 and #14, which are merely copies of the same document. 
The list of false and multiple entries is longer than what I want to bother the reader 
with here. A more thorough analysis of Pressacs list can be found elsewhere. 73 
After trimming down Pressacs traces to those that really count, grouping them 
together into certain topics, adding some he didn’t list, plus updating this with the 
new traces he mentions in his 1993 book, here is what we obtain: 


# 

Topic 

Pressac s Trace # 

1 

Vergasungskeller (gassing basement) 

1 

2 

Gasprufer (gas tester) 

2 

3 

Gastur (gas door) 

3,6,11,13,14,23,26, 
29 

3a 

Gasdichte Tur (gastight door) 

7,15,22,24,25,27,28, 
32 

4 

Auskleideraum (undressing room) 

4, 10 

4a 

Auskleidekeller (undressing basement) 

5, 12 

5 

Drahtnetzeinschiebevorrichtung (wire-mesh push-in 
device) 

8 

5a 

Holzblenden (wooden blinds) 

9 

6 

Brausen (showers) 

10 

7 

Gasdichte Fenstern (gastight windows) 

18, 20, 17 

8 

Gas[s]kammer (gas chamber) 

19,21 

9 

Warmluffzufuhrungsanlage (warm-air supply) 

30,31 

10 

Change to drainage system 

1989, p. 285 

11 

Entry to Morgue #2 

1989, p. 217 

12 

Change of doors opening direction of Morgue #1 

1989, p. 285 

13 

Change of doors size of Morgue #1 

1989, pp. 31 If. 

14 

Elimination of faucets in Morgue #1 

1989, pp. 310, 312 

15 

Elimination of Morgue #3 

1989, p. 286 

16 

Elimination of corpse slide 

1989, p. 213 

17 

Sonderkeller (special basement) 

1993, p. 60 

18 

Durchfuhrung der Sonderbehandlung (imple¬ 
mentation of special treatment) 

1993, pp. 45f„ 61 

19 

Sperrgebiet (off-limits zone) 

1993, p. 52 

20 

Holzgeblase (wooden blower) 

1993, pp. 70f. 

21 

Normalgaskammer (standard gas chamber) 

1993, p. 89 


A thorough analysis of the extant documentation and of contextual literature al¬ 
lows us to put these “criminal traces” into their documentary and historical con- 


73 


C. Mattogno, The Real Case..., op. cit. (note 41), pp. 39-42. 
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text. As we shall see, this results in most of these traces losing their imputed crimi¬ 
nal nature, while the rest is at best ambiguous. 

Gastight Doors, Specific Cases 

First, lets dispense with all the entries about gas (tight) doors and windows. On 
page 448, Pressac mentions as his criminal trace #23 a document about items des¬ 
tined for Crematorium IV which includes an entry saying “210 gas door anchors” 
(his translation is clumsy; see the document on page 451). Such anchors are used 
to anchor a door frame into the wall. The rooms said to have been used for gassings 
had altogether four doors (or 5, if we count the corridor; see Illustration 37). That 
would make 52.5 (or 42) anchors per frame. This is excessive, to say the least, all 
the more so since expert literature on fumigation chambers points out that eight 
anchors per gas-chamber door frame was standard. 74 This indicates that those an¬ 
chors were meant to be used for all the door frames in that building (18, three 
of which were double doors) and possibly even for the window frames. In other 
words: the term “gastight door” was used excessively. 

On page 451, Pressac reproduces a document where we find the term “4 tight 
doors,” rather than gastight doors. As mentioned earlier in this Introduction, none 
of the wooden doors produced by the Auschwitz workshops was gastight or air¬ 
tight in a strictly technical sense. They were at best capable of preventing a draft. 
Yet at Auschwitz, for some reason almost every door that was designed to merely 
prevent a draft was called “gastight.” We can only speculate about the quality of 
doors and windows made by the Auschwitz workshop that were not characterized 
as “tight” in any way. Judging by the miserable lodgings the inmates had to live in, 
we can imagine what they were like. 

We can get a pretty good handle on what was going on at Crematoria IV and 
V, if we pay close attention to a set of documents reproduced by Pressac on pages 
444f. It concerns the frames and shutters designated for the little wall openings in 
the western annex of these two buildings (see #2 in Illustration 37). According to 
the blueprint, there were seven of these openings in each crematorium, hence 14 
altogether, yet the camp authorities ordered only 12 “gastight doors 30x40 cm” for 
them. We can only speculate what happened to the seventh opening. 

The orthodox Auschwitz narrative has it that Zyklon B was poured through 
those openings in order to kill the unfortunates trapped inside, and Pressac agrees 
(page 386). Here is what Pressacs star witness Henryk Tauber said about this: 75 
“[Crematoria IV and V] had gastight doors , windows with grilles on the inside 
and were closed from the outside by means of gastight shutters. These little win- 

74 F. Puntigam et at, op. cit. (note 22), p. 44. 

75 Minutes of the deposition of H. Tauber dated May 24, 1945, before the investigating judge Jan Sehn. Hoss 
Trial, Vol. 11, pp. 122-150, here p. 148. 
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Illustration 38: Section enlargement of a page from the list of orders by the Auschwitz 
Central Construction Office to the metalworking shop regarding the camp’s crematoria, 
compiled by investigating judge Jan Sehn. Source: Hoss Trial, Vol. 11, p. 92; underlined by 
me: “PoW Camp Crematorium 4 & 5 Building 30 [...] 12 pieces window grates 50 x 70 cm.” 



Illustration 39: A shutter as used for the small wall openings in Crematoria IV & V (see 
page 428), with iron bars added and a Zyklon-B can to scale. 
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dows which a man standing on his feet could reach with his hand raised up were 
used for pouring the contents of the c Cyklon cans into the gas chambers full of 
people .” 

These grates are confirmed by two documents produced by Polish investigative 
judge Jan Sehn, who summarized the contents of work orders fulfilled by the in¬ 
mate metalworking shop, see an excerpt of one of them, dated April 27, 1943, in 
Illustration 38. According to this order, it looks like pretty much all the windows in 
those buildings were equipped with grates. 

Although the openings in the wall were only 30 x 40 cm, the grates measured 
50 x 70 cm, because they had to be embedded in the wall to be any good. On pages 
426-428, Pressac reproduced the photographs of three shutters which originally 
belonged to Crematoria IV and/or V. These shutters came in two different types. 
The dimensions of the internal opening were about 20 x 30 cm for the larger type, 
and about 15 x 25 cm for the smaller type (the one on the left of page 426, and on 
the top of page 427). 

If we add just one set of crossbars 1 cm in diameter into that opening (see Il¬ 
lustration 39), the free width and height shrinks to less than 10 x 15 cm in one 
case and 7 x 12 cm in the other. However, Zyklon B cans had a diameter of 15.4 
cm. They would not have fit through that grate. So how exactly did the SS pour in 
Zyklon B through those openings? 

Pouring Concrete Floor in Gas Chamber 

This leaves us with Pressac s Traces #19 and 21 regarding the pouring of a con¬ 
crete floor “in the gas chamber” (p. 446). First off, unless proven otherwise, “gas 
chamber” is the technical term for a delousing facility. Next, a document unmen¬ 
tioned by Pressac refers specifically to the installation of heating stoves in the “wa¬ 
ter installations,” 76 see the stoves #3 in Illustration 37. Other documents refer to 
the massive work carried out by the camps plumber unit to install the “sanitary” 
water installations in Crematoria IV & V: 816 man hours! (See Illustration 40. 77 ) 
That work wasn’t just about a sink and a faucet, or a few fake shower heads. These 
were large-scale inmate showers! The sheer size of the heating stoves suggests that 
they served not only to heat the rooms, but probably also to heat the water for the 
showers. 

Pressac mentions that there are other documents dealing with pouring concrete 
floors. However, they don’t refer to “gas chambers,” but only to “both chambers” 
or the “second chamber.” The omission of the term “gas” does not prove any con- 

76 Auschwitz Museum Archives, BW 30/4/28, pp. 25, 27, 29, reproduced in C. Mattogno, The Real Case..., 
op. cit. (note 41), pp. 705f. 

Russian War Archives, 502-2-54, pp. 37 (order), 38-38a (work card with man hours). 


77 
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Illustration 40: Work sheet documenting 653 man hours of skilled labor and 163 man 
hours of unskilled labor for plumbing work on sanitary installation at Crematoria IV & V. 


spiracy to hide the truth, however, but simply reflects the fact that the other two 
rooms weren’t gas chambers but rather real inmate shower rooms. 

So, who builds a homicidal gas chamber next to large shower rooms? No one. 

And who builds a fumigation chamber next to large shower rooms which were 
evidently meant to be used by inmates? Although that was not ideal for safety con¬ 
siderations, it was at least doable. 
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The layout of Crematoria IV & V did not lend itself to using any of its rooms as 
a fumigation chamber (let alone a homicidal one). Any leakage could have put the 
whole building under gas. We may assume that these injudicious plans were the 
result of the health crisis which was still raging at Auschwitz in spring 1943. The 
camp authorities made plans to install showers and disinfestation devices every¬ 
where they possibly could. At the end of the day not all of these plans were carried 
out. 

Ventilation of Crematoria IV & V 

Pressac posits that the gas chambers of these crematoria were ventilated “naturally” 
merely by opening some doors and shutters (pp. 386, 416, 447). A ventilation sys¬ 
tem of unknown design for unknown purposes was ordered on May 19, 1943 for 
these two crematoria (p. 389), but they were delivered only in early 1944. By that 
time, the project was considered so unimportant that the devices were stored away. 
Their installation started only in late May of 1944 (see Pressacs 1993 book, pp. 
88 f.), and was terminated in mid-June. 78 This was probably a reaction to the sud¬ 
den massive influx of Jews from Hungary. 

All this suggests that these crematoria were not really used for much of any¬ 
thing. Since Crematorium IV broke down right after it went into operation and was 
never reactivated, this is not a surprise. That the ventilation system was left unused 
for five months in the case of Crematorium V as well proves, however, that even 
that structure was not being used for anything serious. Alternatively, one would 
have to posit that the gas chamber(s) inside this structure operated for roughly a 
year without any ventilation system, although they had one ready to be installed 
for the last five months of that period. Since this can be ruled out, we can only con¬ 
clude that initial plans to equip each of these buildings with a fumigation chamber 
were dropped. 

Which rooms the ventilation system installed in May/June 1944 ventilated is a 
matter of pure speculation, as Pressac himself notes (page 386), since the construc¬ 
tion drawing was either lost or destroyed. 

Implementation of Special Treatment 

In order to fully comprehend the historical context of what transpired at Birkenau 
in the years 1942/43, we need to take a closer look at the overarching picture, which 
consists of two main themes. 

First, as mentioned earlier, the Birkenau Camp was initially planned as a PoW 
camp primarily for the huge number of expected Soviet PoWs. However, the Ger¬ 
man military situation in the east deteriorated quickly as the winter approached in 

78 Russian War Archives, 502-1-327, p. 28. 
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1941, and it turned out to be logistically impossible to transport millions of Soviet 
PoWs out of Russia. The resulting tragedy unfolding among these Russian PoWs is 
a matter of record, but is not within the scope of the current study 

Having lost the Russian PoWs as a potential slave labor resource, the German 
authorities next turned to the Jews. Had the German system of concentration camps 
so far been primarily a means of disciplining and punishing obstinate violators of 
the Third Reich’s laws, and opponents of the regime, its role started changing, and 
slowly shifted toward a system of providing slave labor resources for the German 
war industries. The Jews played a major role in those plans. Since they were not 
confined to camps due to political or military opposition or violation of laws, how¬ 
ever dictatorial they may have been, but were summarily arrested and deported to 
camps merely due to their religious beliefs (or racial origin, as the regime saw it), 
their treatment was “special” right from the start. Many German documents deal¬ 
ing with deportations, incarcerations and deployments of Jews to various labor and 
construction efforts use terms to that effect: special action, special treatment, etc. 

The changed role of the Auschwitz camp can be gleaned from a speech held by 
Camp Commandant Hoss on May 22,1943, where he stated, among other things: 79 
“Originally intended as a quarantine camp, this later became a Reich camp and 
thereby was destined for a new purpose. As the situation grew ever more critical, 
its position on the border of the Reich and G.G. [General Gouvernement] proved 
especially favorable, since the filling of the camp with workers was guaranteed. 
In addition to that, the solution of the Jewish question was added recently, which 
required creating the means to accommodate 60,000 prisoners at first, which in¬ 
creases to 100,000 within a short time. The inmates of the camp are predominantly 
intended for the growing large-scale industries in the vicinity. The camp contains 
within its sphere of interest various armament firms, for which the workers are 
regularly provided .” 

No word of exterminations. The increase in the camp population and the change 
in the camps purpose had been ordered by Himmler during his visit to Auschwitz 
on July 17/18, 1942. 80 

One classic example of the use of terms like “special action” for deportation of 
Jews in general are the entries in the diary of Dr. Johann Paul Kremer, a physician 
who was deployed for a brief period of time at the Auschwitz camp. He wrote about 
a “special action from Holland” in his diary entry of September 5, and October 12, 
1942. 81 So the entire operation of arresting Jews in Holland, deporting them to 
Auschwitz and admitting them there was called a “special action” or special opera- 

79 Ibid., 502-1-26, p. 85. 

80 Russian Federal Archives, 7021-108-32, p. 37. 

81 Jadwiga Bezwinska, Danuta Czech (eds.), Auschwitz in den Augen der SS, Auschwitz-Birkenau State Mu¬ 
seum, Auschwitz 1973, pp. 218, 225. Published English translations mistranslate those phrases. 



66 


Auschwitz: Technique and Operation of the Gas Chambers. Introduction 


tion. In this sense, all measures by the Third Reich to ethnically cleanse Europe 
from the Jews were labeled with such terms. 

At Auschwitz, the term “special treatment” occurs for the first time on a docu¬ 
ment dated March 31, 1942, which is a list of planned and already existing struc¬ 
tures at the Auschwitz camp. Five barracks are identified in it as being part of that 
special treatment. 82 One of them was to serve as an accommodation for Jewish 
women to be deployed at the Budy satellite camp, 83 the other four were meant to 
serve as storage huts for the personal property of the first wave of Jews deported to 
Auschwitz from Slovakia and France for slave labor deployment. 84 

Eater, and in accordance with what Hoss reported in his speech, the entire con¬ 
struction project of the Birkenau Camp was considered a “special program” and 
bore the subtitle “Implementation of Special Treatment.” It was called “Special 
Construction Measures” or “Special Operation” in a number of documents logging 
the progress made. 85 

One of these progress reports, dated Oct. 28, 1942, was picked up by Pressac in 
his 1993 study as yet another “criminal trace” due to the use of the phrase “Imple¬ 
mentation of Special Treatment” in the subtitle (his pages 77f.). Had that document 
been about implementing the extermination of the Jews at Auschwitz, as Pressac 
and most mainstream historiographers claim, then the crematoria and bunkers 
should feature prominently in it with the term “special treatment” attached to 
them. Yet the only building expressly referred to as serving any special treatment 
is the large inmate shower and delousing facility, later called the “Zentralsauna.” 86 
The crematoria, listed right before this, have no special term attached, whereas the 
so-called bunkers are nowhere to be found (see Illustration 41). 

This leads us to another pattern of usage of terms such as “special program” and 
“special measures” at Auschwitz. The background of this is the typhus epidemic 
which had gotten out of control during that summer. It even affected the SS staff, 
many of whom contracted typhus in 1942. 87 The Auschwitz garrison physician Dr. 
Siegfried Schwela died of typhus in May of that year, and his successor Dr. Kurt 
Uhlenbrock contracted it just a few weeks after having deployed to Auschwitz. Al¬ 
though he survived, he recovered from it only in October. In the meantime, yet an¬ 
other garrison physician was deployed to Auschwitz, Dr. Eduard Wirths, who until 
then had been garrison physician at Dachau. 88 Here is how Dr. Wirths described 


82 Russian War Archives, 502-1-267, pp. 3-13, here p. 8. 

83 I. Bartosik et al, op. ext. (note 64), p. Ill, Doc. 23. 

84 Russian War Archives, 502-1-275, p. 56. The barracks’ function is confirmed in 502-1-275, p. 272. 

85 Initiated on Sept. 15, 1942: German Federal Archives, NS 19.14, pp. 131-133; cf. Russian Federal Ar¬ 
chives, 7021-108-32, p. 43; see Russian War Archives, 502-1-57, pp. 310 & 316; 502-1-28, p. 248. 

86 Military History Archive, Prague, Fond OT 31 (2)/8, pp. 9-10. 

87 These cases were registered in a “Krankenblatt” (sick sheet) of the reserve military hospital in Kattowitz. 
See Illustration 62 in the appendix to this introduction. 

88 D. Czech, op. cit. (note 66), pp. 209, 277, 296. 
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the situation at Auschwitz on his arrival in early September: 89 

“I discovered intolerable conditions for the prisoners. There was no running wa¬ 
ter, no proper toilets, no means of bathing. The barracks in which the prisoners 
were quartered were unheated, overcrowded, and beds were missing. Lice literally 
swarmed on the floors, clothes, bodies of the people. The walls were black with 
fleas. The people in an inconceivable condition, wasted to their ribs, plagued with 
vermin, the dead lying between the living and the dying. Every day hundreds of 
dead were carted off, often after lying for days among the living.” 
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Illustration 41: Section of page 5 of the Auschwitz construction progress report of Oct 
28, 1942. Entry 13b) concerns the four crematoria, entry 16a) the inmate hygienic building 
(Zentralsauna), labelled as “fur Sonderbehandlung/for special treatment. ” 


89 Ulrich Volklein, Dr. med. Eduard Wirths: Ein Arzt in Auschwitz. Eine Quellenedition , Books on Demand, 
Norderstedt 2005, pp. 40f. 
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aufetell'Emg fiber die fttr die itoehfiahxttng dieaex Ar- 
beiten uragebendet benfttigten Haierialien and eine 
Zeietommg fiber die VerWsserung der bestehenden Abort- 
baxacken im EGL init dex Bitte v& Eenntnisnahsus in 
Vonlage gebraenti 1 

An Materialien warden ’beuotigtt 

Eicon • t + * * * 551 915=oc 

> Eupfex ■ , * * * * 54*4o kg 

Alniidninis * * * * 1 >l45*7o kg 

. . K>»e ing ***** 155*oo kg 

; Blei*£iim-peg*. * . -7 *2o kg 

■nickel- ***** o,2o Kg: \ 

gink ****** 744*4o kg * 


Serftr albaule i tung 
^Tolisoi Ausobwitj 


Verte-ll'err 
1 “anfiakte 


^-Stunubarmttikrer 


Illustration 42a: “Special measures for the improvement of hygienic installations at the 
PoW Camp Auschwitz, ” with a request for more than 350 metric tons of iron. 
(Russian War Archives, 502-1-83, pp. 309-311 (pp. 310 & 311 in III. 42b & c). 
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g & r i c ft t 

f die getroffenen Mafinahmen filr die 

Ito'chflihruas dee (lurch SS-BrigadefUtoer 
und Generalmajor dor Waffen-{j lag* 

Eanmiler angeordneten Soiidorprograaunee 
to KG£, Ausehwita. 

Mit den Vbrarbeiten fUr die IXirebfOhrung dee Sonderpro- 
grammee v/urde eofort am MIttwoch, dem 12* ?£ai 1943 p begonnen* 
im bee&nderen tturden folgend* Arbeiten in Angriff genommen: 

1* Klaranlagen . + ■" 

tTm die Abwaeeer fttr die Zeit der Bauarbelten am Konige- 
grabeu und beim Durchatieh abzuhiaten uad gp&terhtn gleichsettig 
bie sur Fertlgstellung der Kldronlagen eine eats ore chende Klsrung 
der Abi7Sefier su eohatfen* warden eoTOhl beira Kl&rheoken to BA I 
ale aucft bei der Eldranlage to BA II provleoriech© Erdklarbeeken 
errlchtet* Kir diese Arbeiten v?erden 3 Bagger sueatalich singe- 

2 V Iturchgtich deg ^Ebn ^ gg^rabens gur Welch gel * 

30ie Torarbeiten untf VerKieeeungearbexteu sind dureh^eftihrt* 
!.1it den Arbeiten am JOurohetich durcft Haftlinge wirtf am Kontag* 
den IT* Kai 1943 s begonnen. 

3® Abortbarackes . ■’ 

Bie offenen Abortkanaie werden rait eiuer 5 ora starken 
Kifeenbetonpljatte abgedeckt* in welche die Brtllen eingebout untf 
mit holzernen Beokeln vereohloesen iferden, auageftthrt* Zur B e - 
seitigung dee Geruoh^ee werden In jeder Raraoke je Kaiml 2 Stiick 
Stelgleitungen mis lonroliren tiber Bach ge£(i:irt* Am Ende der Konal- 
gruben warden vor dera ttbertreten in da^j Rohreystem Je 1 Reohen 
und 1 Holseohieber angeordnet* urn elneraeits die Tereiopfungggefahr 
2 u vermin der n und anderereeite mittele gr«33©r©r Waseerinengen eine 
Burchpp'ulung su ermdglichon, Perner warden su dieeem Zwecke nooh 
suaStsliche ^r\mnen £ilr Jode Abortbarackenrelfte angeordnet . 

An den langaw^nden der Abortbarackenwraen htSXgern© 
mit Papp^ ©u&gelQgte Piesrinnen angeordnet, seiche in die Kanal- 
graben entire sort warden. 


. - ' - 2 - 

Illustration 42b: “Report on measures taken for the realization of special program ordered 
by SS Brigadefuhrer and Major General of the Waffen-SS Dr.-lng. Kammler for PoW camp 
Auschwitz”: sewage plants, drainage system, toilets, wash rooms, drinking water treatment 
_ plant, fumigation facility _ 
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2ur TergrSBerimg dee Ctesaratgerf&llea wird rtiit der terleeung 
einos aweiten Bauptkajialrohretr&ngee auSerhalb dor Wasou* mid 
Abortbaraoken aue Sonrohren begonnen, In welchen jeweil© die 
v/Mseer einer Wasch^ und einer Abortbaraoke smsarrunen eirfgeftihrt 
werden- Die AbwSeser von dleeem ti^ferliagenden Eanal warden 
rcittela Sohla-rmpufl^en in die bestehenden Ciaranlagen gepumpt* 

Filr die PurOhftihrung dieaer Arbelten wurden all© verfiigbaren 
Sivilfirmeii eingeeetst* 

4 1 Was ohbaraoke n , 

Bamit Emm waschen Iroster Frisches Waeeer sur- Verftiguiig 
steiit, alnd oberftaib der hblEernen Waeehtrdg© duroblbeherte 
Strahlrohre Trerlegt* Solange die Was serauf beret tungsanlsg© noch 
nioht in Betrieb genommon werden kami* ©ind ±ta weetliehen Sail 
dec BA IX SIX* die IrTsBohbaraokea previsorlaoh© Bieenbetonwaaeer- 
beh&lter hergeatellt worden# 

5. v/asaerauibereitunfiflania^e , 

Mit den Erdarbeiton fUr die WasserauFbereltungsanlage 
let begwmen Borden* 

6, Entffegungeanla^ a* 

2ur Entweeung <*er Saftllngeklelder iet Jewells in den 
ein®e3jaen Selllag&rn des BA II ©tne 02—Ehtwemmgeanlage vorge- 
eehen, Um eine elnwandfreie KSr par entlau sung fUr die H&ftlinge 
durehftihren su konnen# werden in den beiden bestefrendea H£ft- 
lingebilderii im BA I Heiskeeeel imd Boiler eingebaut* darc&t ftir 
die bestehende Braueeanlag© tmnrae TCaeeer sur Verftigmig eteht* 
Welters let geplant, im Crematorium III In dem MtillTerbraiinungB- 
oi“en HeiEeohlanfjen einsubaueii, urn durch dies© dae Waeser 
eine im Keller des £rematorium© m su erriohtendf? BrauEO&nlage 
zu gewinnen* Beattglieh 3>urahfllhriing der Eonetruktionftir dieee 
Anlage wurde mtt der Pirrn Sopf & Stfhne# Erfurt * Trerhandelt* 


7* WeicheelKratae n, 

Mit den Bauarbelten an Welcheelgraben, belcher die 
Vorflvt flir die Truppenunterkunft daretellt, wirfl sofort naoh den 
aurseit in Gang befindlichen Abateokune©arbeiten begonnen* Auoh 
ftir diase Arbeiten soil ein weiterer Bagger eingesetst warden* 
AufgeBtellt* 

Aueehwriis, den 16* Mai 1943* Iter ^elter der Sentralbauleit^g 
JeA* der Waffen-Jj und Boliaei Aueohwits 


£ A £. 
// - 


W - Sturmbannftthror * 


Illustration 42c: As before, second page. Under 6. we read: “Furthermore, it is planned to 
install heating coils in the garbage incinerator at Crematorium III in order to provide warm 
water for the shower installation to be built in the basement of Crematorium III. ” 
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Illustrations 43a&b: Auschwitz prisoners expressed their gratitude toward Auschwitz 
garrison physician Dr. E. Wirths. Left: Christmas card (British National Archives, WO 
309/107, 110055). Right: cartoon drawn by an inmate as a gift to Dr. Wirths (Wirths family 
estate; courtesy of Dr. Wirths’s son). 

Wirths subsequently saw to it that a massive “special program” of “special mea¬ 
sures” was implemented at Auschwitz in order to drastically improve the hygienic 
conditions primarily in the Birkenau camp: latrines, water treatment plants, laun¬ 
dry barracks, sewage works, disinfestation facilities, medical facilities, etc. The 
program was huge and ambitious, and was finally approved in early May 1943. 90 
Documents in this context contain expressions like “immediate action program,” 
“special measure,” “special program,” “special construction measures,” as well as “spe¬ 
cial operation,” see for instance Illustrations 42a-c. 91 

For his outstanding efforts to stamp out the typhus epidemic and save the lives 
of thousands of inmates, he was rewarded with the German War Service Cross 
Second Class on January 30,1944. 92 The inmates liked him, too, as they saw in him 
a person who had saved their lives. 93 During Christmas 1943, they even wrote him 


90 File memo by Jothann of October 5, 1943. Russian War Archives, 502-1-83, p. 77. 

91 See Carlo Mattogno, Special Treatment in Auschwitz: Origin and Meaning of a Term , 2nd ed., Castle Hill 
Publishers, Uckfield 2016, pp. 60-62, 64f. 

92 U.S. National Archives, T-1021. Record Group No. 242/338, vol. 3, roll 18, frame 476f. “Vorschlagliste 
Nr. 1 fur die Verleihung des Kriegsverdienstkreuzes II. Klasse,” Auschwitz, 13. Dezember 1943; Garrison 
Order No. 5/44 of February 1, 1944, see Norbert Frei, Thomas Grotum, Jan Parcer, Sybille Steinbacher, 
Bernd C. Wagner (eds.), Standort- und Kommandanturbefehle des Konzentrationslagers Auschwitz 1940- 
1945, K.G. Saur, Munich 2000. p. 401. 

93 See for instance the way Hermann Langbein portrays him in his book Die Starkeren: Ein Bericht. Stern 
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a collective thank-you card that reads (see Illustration 43a): 

“In the past year you have saved the lives of 93,000 people. We do not have any 
right to express our wishes to you. - So, we wish to ourselves that you will remain 
here in the coming year. 

One for the prisoners of Auschwitz” 

If we follow the orthodox narrative, Dr. Wirths would also have been the guy in 
charge of supervising the design of the homicidal gas chambers; of supervising 
the selection of those destined to die in them; of ordering the Zyklon B used for 
the killings; of assigning SS men to carry out these mass slaughters; and, and, and. 
Nevertheless, the inmates loved him dearly... 

In fact, Wirths went beyond what was asked of him. He not only stamped out 
the typhus epidemic, he actually initiated a program to turn the Birkenau Camp 
into a camp for sick and recovering inmates. Those who were healthy were to be 
sent to satellite camps in order to work in the regions farms and industries, while 
those in need of care would return to Birkenau. The entire Construction Section III 
was designed to become one enormous quarantine and hospital facility. Of course, 
such a project flies in the face of the orthodox Auschwitz narrative, because, as 
Pressac puts it on page 512: 

“There exists an INCONGRUITY between the provision of a health facility and 
the existence of four crematoria only a few hundred meters away where, according 
to the official narrative humans in vast numbers were eliminated.” 

Hence, Pressac dismisses this as a mere project that was never carried out. Yet a 
plethora of construction progress reports throughout 1943 and 1944, ending only 
in the late summer of 1944, show unambiguously that this project was approved 
by Berlin and was realized to a considerable extent (see Illustration 44). Eventually, 
the mass deportation of Hungarian Jews derailed the project, as the half-finished 
hospital barracks suddenly had to be misappropriated as temporary accommoda¬ 
tion barracks for these deportees. 94 

Showers in Crematorium III 

Now that we understand what was going on at Birkenau since Dr. Wirths had taken 
his post in early September 1942, lets look into some of the “criminal traces” of 
Crematoria II & III listed by Pressac (see pp. 438f.). Lets start with the 14 shower 
heads that show up in the inventory list of Crematorium III, which Pressac claims 
were fake in order to mislead the victims. 

Already in Illustration 42c, we read that the camp authorities were planning to 
install inmate showers in the basement of Crematorium III. The first documentary 

Verlag, Vienna 1949, pp. 56f., 73f., 84f. 

94 For this string of documents see the references in Carlo Mattogno, Healthcare in Auschwitz: Medical Care 
and Special Treatment of Registered Inmates , Castle Hill Publishers, Uckfield 2016, esp. pp. 61-72. 
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Illustration 44: “Explanatory Report re Expansion of PoW Camp of the Waffen SS in 
Auschwitz U/S. Erection of 111 Medical Barracks,” dated May 25, 1944: “Work was started 
on March 15, 1943. 37 barracks are completed and partly finished on the inside.” Russian 
_ War Archives, 502-2-110, p. la. _ 
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trace known to us is a report dated May 13, 1943, with which the various tasks of 
the “special program” are assigned to certain members of the camp staff. Entry no. 
9 reads: 95 

“Civilian employee Jahrling has to carry out [...] the showers in the undressing 
room of Crematorium III” 

Two days later, the Auschwitz Construction Office sent a telegram to the Topf 
company: 96 

“Bring along Monday project estimate for hot water supply to 100 showers. Pro¬ 
vide for installation of heating coils or boilers in waste incinerator under construc¬ 
tion at Crem. Ill , or flue-gas duct for exploitation of high exhaust temperatures” 
This was followed a day later by the report reproduced in Illustrations 42b&c. From 
a Topf letter of June 5, we learn from the reference “Crematorium II and III waste 
incineration furnace” as well as the following text that Crematorium II was now 
slated to receive showers as well: 97 

“ Enclosed , please find drawing D 60446 concerning the incorporation of boilers 
into garbage incineration furnaces” 

Another document from that time also states that the use of the exhaust gases to 
heat water for bath installations in both Crematorium II & III were being planned 
bad had not yet been carried out. 98 

Installing 100 showers each in Crematoria II & III would not have been a minor 
project. The largest hygienic facility in the camp, the so-called Zentralsauna, had 
only 54 showers and was meant to serve the entire camp. 99 

In the end, these plans were apparently either not carried out are drastically 
downgraded, because other facilities dedicated to inmate hygiene became available 
around that time: 

- The “water installations” of Crematoria IV & V were finished, as mentioned 
earlier. 

- The hygiene buildings 5a and 5b had 50 warm-water showers added that be¬ 
came operational in July. 100 

- Construction of the Zentralsauna proceeded swiftly; it was scheduled to be fin¬ 
ished by early September, 101 although it became partially operational only in 
December 1943, and fully operational in January 1944. 102 

95 Russian War Archives,, 502-1-83, p. 338. 

96 Auschwitz Museum Archives, BW 30/34, p. 40. 

97 Russian War Archives, 502-1-336, p. 104. 

98 Ibid., 502-1-312, p. 8. 

99 Ibid., 502-1-336, p. 107; 50 showers according to the inventory in 532-1-335, p. 3. 

100 Ibid., 502-1-83, p. 119. 

101 Ibid., 502-1-332, p. 10. 

102 Ibid., 502-1-336, p. 84; 502-1-335, p. 1. 
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Hence, if we find in the inventory of Crematorium III fourteen showers listed for 
the basement, the thick paper trail just discussed suggests that these were real 
showers. 

Pressac has identified some of the wooden plates included in the ceiling of 
Morgue #1 of Crematorium II when its reinforced concrete roof was poured, see 
page 393. Before the invention of plastic wall plugs, the way to create points in 
poured concrete where items could be screwed in later was by imbedding conical 
pieces of wood in the concrete. Pressac claims that the wooden bases he found 
served to screw in the fake shower heads. That argument is fallacious because he 
cannot prove the existence of 14 false shower heads installed in Crematorium 
THREE (we find such an entry only in that buildings inventory) by looking for 
traces in Crematorium TWO. Next, the ceiling of these morgues must have had 
several wooden bases imbedded in order to hold the lamps that were eventually 
mounted on that ceiling. A blueprint reproduced by Pressac (page 312) shows that 
a pair of lamps each was to be located between each concrete column - eight pairs 
altogether - one to the left, the other to the right of the support beam running the 
length of the room. This is what Pressac found. 

Vergasungskeller, Auskleidekeller, Sonderkeller 

The temporarily considered project to install showers in the basements of Cre¬ 
matoria II & III brings up another document suggesting that the SS may have 
briefly considered installing two hot-air disinfestation furnaces in Crematorium 
II, see Illustration 45. Other documents show, however, that these disinfestation 
furnaces were meant for the Zentralsauna, which at that point in time was only be¬ 
ing planned. 103 Maybe the disinfestation furnaces were ordered under the heading 
“Crematorium II,” because for bureaucratic reasons they could not yet be ordered 
for the Zentralsauna. Be that as it may, the document containing the word “Ver¬ 
gasungskeller” meaning gassing basement, which is paraded around by Pressac 
(page 432) and almost all mainstream Holocaust historians as prime evidence for 
the existence of a homicidal gas chamber is not as straight forward as they want to 
make believe. 

First, there is another document which confirms that Morgue #1 of Cremato¬ 
rium II had something to do with gas, see Illustration 46. 104 But was it the tempo¬ 
rary, later abandoned, consideration to use these basements as hygienic facilities, 


103 Ibid., 502-2-27, p. 24; 502-1-316, p. 430. 

104 Published in Annegret Schiile, Industrie und Holocaust: Topf& Sohne - Die Ofenbauer von Auschwitz, 
Wallstein Verlag, Gottingen 2010, p. 456. 
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“Two Topf disinfestation furnaces for Crema II in the PoW Camp Auschwitz 
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Illustration 46: File memo of the Topf Company dated Feb. 17, 1942 reporting contents of 
a phone conversation with the Auschwitz Central Construction Office, saying, i.a.: “1. The 
ventilation blower Type 450 for the gas basement cannot be found there” i.e. at Auschwitz. 


including some disinfestation device, as Carlo Mattogno posits, 105 or was that base¬ 
ment room seen as an auxiliary air-raid shelter, as Samuel Crowell has argued? 106 

Fact is that, ever since the beginning of World War Two, German public build¬ 
ings by law had to have a sizeable portion of their basement area equipped as gas¬ 
proof air-raid shelters. Although the Birkenau Crematoria were not public build¬ 
ings, they were the only structures at the Birkenau Camp that had basements. In 
addition, since those basements were set into the groundwater, they were built with 
very thick floors and roofs to make them heavy, so they would not develop any 
buoyancy. Hence, they were perfect locations to serve as auxiliary air-raid shelters. 

During the war, the architect Dr. Walter Schreiber was the senior engineer of 
the Huta Corporations Kattowitz branch. As such, he supervised the planning 
and construction of the Auschwitz crematoria, among other things. In an inter¬ 
view with Walter Liiftl in 1999, he had the following to say about this (L=Liiftl, 
S=Schreiber): 107 


105 See foremost Carlo Mattogno, “The Morgues of the Crematoria at Birkenau in the Light of Documents,” 
The Revisionist , 2(3) (2004), pp. 271-294; idem, The Real Case..., op. cit. (note 41), pp. 58-63. 

106 Samuel Crowell, The Gas Chamber of Sherlock Holmes, Nine-Banded Book, Charleston, WV, 2011, esp. 
pp. 161-284. 

107 Werner Rademacher, “Engineers Deathbed Confession: We Built Morgues, not Gas Chambers,” The Revi¬ 
sionist, 2(3) (2004), pp. 296f. 
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“L.: What did the Huta Corporation build? 

S.: Among other things, crematoria II and III with the large morgues. 

L.: The prevalent opinion (considered to be self-evident) is that these large morgues 
were allegedly gas chambers for mass killings. 

S.: Nothing of that sort could be deduced from the plans made available to us. The 
detailed plans and provisional invoices drawn up by us refer to these rooms as ordi¬ 
nary cellars. 

L.: Do you know anything about introduction hatches in the reinforced concrete 
ceilings? 

S.: No, not from memory. But since these cellars were also intended to serve as air 
raid shelters as a secondary purpose, introduction holes would have been counter¬ 
productive. I would certainly have objected to such an arrangement .” 

But couldn’t it have been a homicidal gas chamber after all? The historical and 
documentary context proves, however, that this would also have been logistically 
impossible. The Auschwitz Death Books 108 show the following rounded inmate 
mortality since the peak of the typhus epidemic in August 1942: 


August 1942: 

8,600 

December 1942: 

4,600 

September 1942: 

4,500 

January 1943: 

4,500 

October 1942: 

4,500 

February 1943: 

5,900 

November 1942: 

4,100 




These numbers show the tragic background of the frantic planning for cremation 
capacities on the one hand, and projects to improve the camps hygienic conditions 
on the other, primarily by creating shower and disinfestation facilities. 

These numbers also show that the crematoria’s morgues were desperately need¬ 
ed for the storage of corpses. Due to rats gnawing on dead inmates not instantly re¬ 
moved from where they had died, Dr. Wirths lobbied for months to have separate 
solidly-constructed morgues built in every major camp sector, but his request was 
repeatedly denied, because an order was in place to collect all dead inmates twice 
a day and to store them in the crematoria’s morgues. If followed, this procedure 
would not have allowed for any corpses to pile up for extended periods of time 
anywhere. 109 Here is the final decision from Berlin, conveyed to Dr. Wirths in a 
letter of Aug. 4, 1943 (see Illustration 47): 110 

“With reference to the above-mentioned letter, please be informed that based on 
the discussion on Saturday, 31 July 1943, in which SS Standartenfuhrer Dr. Mru- 
gowski, SS Hauptsturmfuhrer Dr. Wirths and the undersigned took part, the con¬ 
struction of dedicated morgues in the individual subsections of the PoW camp, as 


108 Staatliches Museum Auschwitz-Birkenau (ed.), Die Sterbebucher von Auschwitz. K.G. Saur, Munich 1995. 

109 See e.g. Russian War Archives 502-1-170, pp. 259f. 

110 Ibid., 502-1-170, p. 262. 
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Illustration 47: Order from Berlin to the Auschwitz garrison physician Dr. Wirths: No 
additional morgues will be built; corpses are to be collected and stored in the crematoria’s 

morgues twice daily. 
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per the aforementioned request of the SS garrison physician , will not be carried 
out. 

SS Standartenfuhrer Mrugowski has decreed during the discussion that the corps¬ 
es are to be removed twice daily ; in the morning and in the evening and taken to 
the morgues of the crematoria; in this way ; the separate construction of morgues 
in the individual subsections can be avoided ” 

Hence, every day in 1943, tens of corpses were brought to each of the crematories 
morgues, and stored there until they could be cremated. This presupposes that 
these morgues were available at any given time for the storage of these corpses. 

In the midst of all this, how could those morgues have been used as undressing 
rooms for living inmates, and as homicidal gas chambers? This simple fact is prob¬ 
ably also the reason why the temporary projects to use these basement rooms as 
showers or even disinfestation facilities were abandoned: It was simply impractical. 
Hence, after April of 1943, no “criminal traces” can be found anymore in the vast 
documentation, although the use of these facilities is said to have continued and 
even intensified later on. Take Crematorium II, which was characterized by Dutch 
cultural historian Dr. Robert J. van Pelt as the epicenter of human suffering. Not a 
single document exists with anything remotely “suspicious” that is older than the 
date this building was officially handed over to the camp administration (March 
31, 1943). 111 This means that this alleged gas chamber would have operated for 
more than 20 months and caused the death of some 500,000 persons without gen¬ 
erating even a scrap of a “criminal trace” during its operation! 

On January 21, 1943, while Crematorium II was about to be finished, the gar¬ 
rison physician requested a few minor changes to the use of its rooms that made 
them more suitable to do autopsies and anatomical preparations. He also request¬ 
ed that an undressing room be provided in the basement. 112 In later documents, 
Morgue #2 is sometimes referred to as an undressing basement (“Auskleidekeller”), 
for the first time on March 6, 1943 (see pages 432-434). At that time, if we follow 
the orthodox narrative, the decision to turn these basements into a mass-slaughter 
location had long since been made. The entire Morgue #2 is said to have been des¬ 
ignated for victims to get undressed before walking into Morgue #1 to be gassed. 
The garrison physician would have been one of those mainly responsible for plan¬ 
ning and implementing this chemical mass-slaughter facility. Why then would he 
ask toward the end of January 1943 for a room to be designated for undressing? 
This obviously concerned the undressing of corpses of people who had died of 
“natural” causes and had been brought to the morgues by the hundreds, before 
they were either first autopsied or directly cremated. 

111 For a list of dates for all criminal traces see C. Mattogno, The Real Case..., op. cit. (note 41), p. 42. 

112 Russian War Archives, 502-1-313, p. 57. 
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Expert literature on the handling of corpses specifies that the victims of infec¬ 
tious diseases ought to be stored in separate morgues especially equipped for such 
cases. 113 The main reason for building four crematoria at Birkenau was the massive 
number of victims of infectious diseases, so they had to have such special morgues. 
In addition, Morgue #1 had a stronger ventilation system than Morgue #2, so it was 
even more special among these special basement rooms. 

The sky-rocketing death toll at Auschwitz was welcome news for the Allied pro¬ 
paganda machinery. As mentioned earlier, mass extermination claims began a little 
after the epidemic had gotten out of control. In March 1943, Allied propaganda 
was very specific in this regard, as German mainstream historian Dr. Werner Ma¬ 
ser reported: 114 

“On March 23, 1943, [...] the radio station c Sviet\ run by the British Secret Ser¬ 
vice and broadcasting in the Polish language, published the invented claim [...], 
according to which the Germans would burn some 3,000 people every day in the 
crematory of Auschwitz, mainly Jews!” 

In an atmosphere like this, it is not surprising that German officials who were deal¬ 
ing with this human catastrophe at Auschwitz tried to minimize the public rela¬ 
tions disaster it produced for Germany. Hence, in many a document we find mere¬ 
ly the letter “L” when corpses are referred to, and the word “special” when reference 
is made to measures taken to get the situation under control. 

In his second book, Pressac presents a document as a “criminal trace” because it 
contains the term “special basements” for the morgues of Crematorium II (1993, p. 
60). Another document not known to Pressac also uses that term. 115 After what I 
just wrote about it, we may justly ask: so what? 

Wire-Mesh Devices and Wooden Blinds 

As mentioned earlier, the roof and floor of the morgues of Crematoria II & III 
were made very thick in order to weigh down those basements so they would not 
float up due to the high groundwater level. Pressac shows cross sections of these 
morgues on pages 322 through 325, juxtaposing the old version with a thin roof 
and floor meant for the Main Camp, with the new one for Birkenau where the re¬ 
inforced concrete roof is some 30 cm thick, and the floor 58 cm. 

The orthodox Auschwitz narrative has it that, when the decision was made to 
use these morgues as mass-slaughter facilities, four holes were knocked through 

113 See for instance Max Rubner, Max von Gruber, Martin Ficker (eds.), Handbuch der Hygiene, Vol. IV, Part 
1, S. Hirzel, Leipzig 1912, p. 175. 

114 Werner Maser, op. cit. (note 36), pp. 342f. 

115 Russian War Archives, 502-1-24, p. 86. 
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the roof of Morgues #1 of both Crematoria. Yet after examining the roof, the al¬ 
ready mentioned Dr. van Pelt stated: 116 

“ Today , these four small holes [...] cannot be observed in the ruined remains of 
the concrete slab .” 

Subsequently, mainstream writers tried unsuccessfully to prove the opposite by 
declaring some odd cracks in the blown-up roof to be these holes which were al¬ 
legedly knocked through the concrete after it had already cured. 117 

Before going into detail, we should be aware that three essential changes to the 
two Morgues #1 would have had to be made if the SS really planned to use them 
for mass gassings: 

1. The inmates had to be locked into that room securely using massive technically 
gastight steel doors. 

2. A device had to be included that would have allowed the swift evaporation and 
dissipation of HCN from the Zyklon B carrier material. 

3. An upgrade to the ventilation system would have been wise in order to allow for 
a swift evacuation of the toxic fumes. 

None of these changes were implemented. We already covered the doors, and we 
spoke about the professionally designed standard fumigation gas chambers by the 
Degesch Company which were planned to be installed in the reception building in 
the Auschwitz Main Camp. Instead of taking their design principles and applying 
them somehow to those planned mass-slaughter facilities, witnesses and orthodox 
scholars want to make us believe that the SS totally forgot about any of these is¬ 
sues when building those crematoria, and when they finally realized belatedly that 
they needed to find a way of introducing HCN into the morgues, they are said to 
have ruined the only massively built underground rooms of Birkenau by destroy¬ 
ing their roofs with jackhammers. 

The engineers involved in building those facilities weren’t imbeciles, while those 
uncritically spreading those claims are much closer to that description. 

Dumping Zyklon B through some holes amidst several hundred or even a thou¬ 
sand and more people is a bad idea. There would have been no way of retrieving the 
pellets after the deed. It would therefore have kept releasing the toxic fumes for an 
hour or more, making it difficult to ventilate the room in a timely fashion. 

But where there are plenty of witnesses letting their fantasies run wild, there 
is also a simple solution. Hence, several witnesses have claimed - contradicted by 
others, but that is usually ignored by the mainstream - that some column-shaped 
device was built into those holes which allowed the Zyklon B to be removed from 

116 Expert Report in the matter Irving v. Lipstadt/Penguin, 1999, page 295; .dot.org/vanpelt toe 

117 Daniel Keren, Jamie McCarthy, Harry W. Mazal, “The Ruins of the Gas Chambers,” Holocaust and Geno¬ 
cide Studies , 9(1) (2004), pp. 68-103; see the refutation by Carlo Mattogno, “The Openings for the Intro¬ 
duction of Zyklon B, Part 2,” The Revisionist , 2(4) (2004), pp. 420-436. 
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the chamber after the murder. The most prominent among these witnesses, Michal 
Kula, is quoted by Pressac, and he even drew a sketch of the device as described 
by Kula, a former inmate employee at the Auschwitz metalworking shop (see page 
487). Pressac claims that the existence of this device is supported by the inven¬ 
tory list of Crematorium II (see page 438). It has a handwritten entry reading “4 
Drahtnetzeinschiebevorrichtung,” translating to “4 wire-mesh push-in devices.” The 
“4 Holzblenden” - 4 wooden blinds or screens - listed on the next line, also hand¬ 
written, are interpreted as having been wooden lids to cover those devices. 

The problems with that interpretation are manifold: 

1. There were no holes in the roofs in which any devices could have been installed. 
That renders the whole discussion moot. 

2. These are the only handwritten entries. Anyone could have entered them at any 
time before the document was first published. 

3. Kula made three depositions shortly after the war: one before the show trial 
against former Auschwitz camp commander Rudolf Hoss, one during the trial, 
and another one during the trial against the Auschwitz camp garrison a few 
months after the Hoss Trial. In his first two depositions he described the claimed 
Zyklon-B introduction columns with such detail that it must be assumed that 
he was involved in manufacturing them. The problem is that he described them 
differently in each case. Before the trial, he claimed that these columns had a 
square cross-section of 70 cm (Illustration 48), 118 while in his second deposition 
their size had shrunk to a mere 24 cm (Illustration 49). 119 In his third deposi¬ 
tion, he said among other things: 120 

“Then they began to build gigantic crematoria. They were set up so that the 
victims could not understand where they were being taken. Each crematorium 
had two gas chambers, one for 1,500 and one for 2,000 people. There was a 
special concrete ski-jump [no joking] onto which the people were thrown from 
the truck, [whose load bed] tipped automatically, and in this way the people fell 
into the gas chambers .” 

Kula turned the one claimed gas chamber into two, and although it is true that 
Crematoria II & III had a corpse chute - more on that later - neither could 
trucks get access to it, nor did it lead directly into any of the morgues, nor is 
that how - according to the orthodox narrative - any living inmate is said to 
have entered that facility. Kula was simply making up a wild story. So much for 
his credibility. 

4. No material or documentary trace of these columns exists. The paperwork left 

118 Hoss Trial, Vol. 2, pp. 99f. 

119 Ibid., Vol. 25, p. 498. 

120 Archives of the Central Commission for the Investigation of the Crimes against the Polish People - Na¬ 
tional Memorial, Warsaw, NTN 162, p. 46. 
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behind in the metalworking shop had no entry 15 crn 40 cm 15 cm 

for these devices. There are not even cracks in i_ cm _ H 

the roof today that have a size of 70 cm square 
(for the column, 1st edition). The places where 
those columns would have to have been an¬ 
chored in the floors and ceilings show no traces 
of anchoring points. 

5. The outer meshwork, drawn in red in Illustra¬ 
tions 48f., was only 3 mm thick, which would 
have been destroyed by a panicking crowd. 

6. The slit into which the Zyklon-B-pellets were 
allegedly thrown was only 15 mm wide (2nd 
edition). The gypsum pellets would have gotten 
stuck while falling down that slit, clogging it, 
making it impossible to fill it properly. 

7. The air in that morgue would have been satu¬ 
rated with moisture. When HCN evaporates, it 
cools down the gypsum, leading to condensa¬ 
tion. Moist gypsum gets gooey, making it prac¬ 
tically impossible to clean these columns after¬ 
wards. 

8. With no heat source and no forced air move¬ 
ment, the release of toxic fumes from this device 
would have been slow at best, particularly when 
considering the airs humidity condensing on 
the pellets. 

9. In the inventory table, the wooden blinds and 
wire-mesh columns are listed for Morgue #2 
(the “undressing basement”), not Morgue #1 
(the “gas chamber”). 

10. If the Zyklon-B insertion columns were to be 
entered in the inventory, why were only the in¬ 
ner removable part and the lid listed? 

11. The German word “Einschiebevorrichtung” 
denotes a drawer-like device that is pushed in 
horizontally. The German word for drawer is 

“Schublade” - where the noun “Schub” (thrust, . 

push) comes from the verb “schieben” (to push, 4 ^ 4.5 cm cn ?< 
shove, thrust). A “Blende” on the other hand, is 2 5 cm 25 

not a lid (for the column) but a blind or screen. ///. 48: Kula’s column, 1st edition . 
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The German word for lid is “Deckel,” closure is “Verschluss,” cover 1 .5+21 + 1 5 


is “Abdeckung.” 

12. “Einschiebevorrichtung” is on occasion used in the German lan¬ 
guage to describe devices used to push items into an oven or fur¬ 
nace (baking oven, cremation furnace). Zimmermann writes, for 
instance, about baking ovens: 121 

u For the loading and unloading [of the oven], baking plates are 
hitched and unhitched from the support chains by a slider for un¬ 
loading and loading [Aus- und Einschiebvorrichtung], which oper¬ 
ates without jolting, and are automatically inserted into and then 
removed from the oven” 

In a German patent for an automatic pizza oven, this term is men¬ 
tioned several times. 122 In the context of devices for pushing cof¬ 
fins into cremation muffles, the term shows up as well, 123 but more 
often the closely related term “Einschubvorrichtung.” 124 On March 
7, 2003, the voluntary fire fighters of the German city of Hof had to 
respond to a call from the local crematorium, because a “deficient 
[corpse] push-in device/Einschubvorrichtung” had caused a fire in 
the furnace system. 125 

13. The proper terms for the claimed devices would have been “(Draht- 
netz)Einwurf/Einfullvorrichting” or “Einfuhrvorrichtung” and 
“Holzdeckel” (or “Abdeckung”). 

14. The extant documents about the crematoria show indeed two in¬ 
troduction devices that were properly named: 

- The door of the garbage chute used to fill the garbage incinerator 
was called “Einwurfblende” (throw-in screen). 126 

- The window used to throw coal into the coal storage rooms of 
Crematoria IV and V was called “Kohleneinwurffenster” (coal 
throw-in window). 127 

As I stated earlier, the engineers involved in building those facilities 

weren’t imbeciles. If they really wanted to turn this into a mass-gassing 
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Alexander Zimmermann, Backofenbau , Reprint Verlag, Leipzig 2006, p. 303. 

www.google.com/patents/WQ1999008537Al?cl=de 

Christoph Driessen (dpa), “Kaffeefahrt ins Krematorium,” published among others in 
Main Echo , July 12, 2001 ( www.main-echo.de/art4204,1 746938 ); Handelsblatt (June 6, 

2011; ww.handelsblatt.com/432131 8.html) ; Aachener Zeitung (June 21, 2011; www. 
aachener-zeitung.de/1 .382786 ). 

Bernhard Romanowski, “Das Krematorium ist einsatzbereit,” Kolner Stadt-Anzeiger , Aug. 3, 2011 (_ 

ksta.de/12051966 ); Anton Schlickenrieder, “Einascherung Nummer neun,” Augsburger Allgemeine, Sept. 
6, 2010 (www.augsburger-allgemeine.de/idl6614201.html). 
www.fw-hof. de/index.php/einsaetze?monat=3 &submit=OK 

List of orders submitted to the metalworking shop compiled by Jan Sehn. Hoss Trial, Vol. 11, p. 84. 
Auschwitz Museum Archives, BW 30/4/28, pp. 36f. 
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facility, they could have come up with a solution of introducing the toxic fumes 
into that room using its ventilation system - by simply inserting a heating device 
and a basket for Zyklon B somewhere in the ventilation ducts or chimneys, which 
were accessible from the buildings attic, for instance. 

Gas Testers 

I have to backpedal. The story we will unfold now indicates that maybe the engi¬ 
neers constructing the cremation furnaces were imbeciles after all. But first things 
first. 

On page 371, Pressac presents the transcript of a telegram of Feb. 26, 1943, in 
which the Auschwitz Construction Office asked the furnace manufacturer Topf 
to instantly ship 10 gas testers to Auschwitz. A handwritten note “Jah” indicates 
that the issue was of interest to the civilian employee Rudolf Jahrling, who was the 
camps professional heating and furnace technician. 

Gas testers could mean a lot of things, but considering that the camps furnace 
technician was involved and that the furnace manufacturer Topf was expected to 
ship them right away “as discussed” (per the telegram), hence must have had them 
readily available, it is most likely that these were devices to measure the CO and 
C0 2 concentrations in flue gases of furnaces in order to make sure that the com¬ 
bustion process was optimal. Crematoria II & III together had 10 flues, so the num¬ 
ber of testers ordered is a match. 

However, in his 1993 book (pages 71f.), Pressac presented an answer letter to 
the above telegram sent by the Topf Company, which he had found in Moscow, 128 
see Illustration 50. It suggests that the entire issue was about “Indication devices 
for traces of hydrogen cyanide.” And thats where things turn imbecilic. Here is the 
wording in English: 

“Re: Crematorium , Gas detectors. 

We acknowledge receipt of your telegram specifying: 

‘Immediately send ten gas detectors as agreed , price quote to follow! 

We hereby inform you that two weeks ago we inquired , of five different companies , 
concerning the Indication devices for traces of hydrogen cyanide sought by you. 
We have received negative responses from three companies and two have not yet 
answered. When we receive information on this matter ; we shall immediately con¬ 
tact you, in order to put you in touch with a company that makes these devices ” 
However: 

- According to contemporary regulations, testing the air inside fumigated loca¬ 
tions using chemical testing kits, which were called “Gasrestnachweisgerat fur 
Zyklon” in German, (residual gas testing device for Zyklon) was obligatory in ev- 


128 Russian War Archives, 502-1-313, p. 44. 
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Illustration 50: Letter from the Topf Company turning gas testers for 
furnaces into poison detectors. 


ery disinfestation action using hydrogen cyanide in order to verify that the venti¬ 
lation of a fumigated room had been complete before it could be entered without 
a gas mask. Since disinfestation had been performed on a large scale in Birkenau 
since 1941, it is categorically impossible that no one should have concerned them¬ 
selves with the possibility of ordering such devices before early 1943! Hence, the 
camp authorities knew where to get them. 

- Since the creation of the Birkenau Camp in 1941, the local SS garrison physician 
was responsible, among other things, for the ordering, administration, and use 
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of Zyklon B and all materials for its handling (disinfestation installations, gas 
masks, residual gas testing devices, etc.). He therefore had three years experi¬ 
ence in this business. Why then should the Central Construction Office, which 
was neither competent in this matter nor authorized, have issued the order for 
the procurement of residual gas testing devices in 1943? 

- Already the ordering telegram involved the expert for furnace systems Jahrling, 
and the response letter by the Topf Company has a handwritten note in the re¬ 
ceipt stamp of the Central Construction Office indicating that civilian engineer 
Jahrling was indeed in charge of the matter. Hence, this was definitely a matter 
concerning furnace systems, not poison-gas facilities. 

- In addition to cremation furnaces, the Topf Company also produced hot-air- 
disinfestation furnaces as well as silo fumigation installations which were, how¬ 
ever, not operated with HCN. Why then should the heating technician Jahrling, 
a civilian engineer, order devices, of which he had no expert knowledge, from 
a firm which evidently did not even know the supplier of the devices, and this 
at a point in time when the health services of the Auschwitz Camp had already 
been supplied with these devices by the Tesch & Stabenow corporation for two 
years and therefore knew the supplier? There was very probably even a supply 
of them in stock at the camp. 

- I refuse to believe that a company involved in the construction of hot-air disin¬ 
festation facilities did not know whom to approach for the delivery of detection 
kits used for Zyklon-B disinfestations. The Degesch Company had a monopoly 
on Zyklon B, as was well known to professionals active in the field. They would 
have known whom to approach for HCN testing kits. 

- The Central Construction Offices ordering telegram clearly states that they ex¬ 
pected immediate delivery of the gas testers “as discussed,” implying that the 
Topf Company had them in stock. In addition, this order was so urgent that the 
legally prescribed official procedure of getting cost estimates prior to an order 
was ignored. That does not agree with Topf s search for weeks for a supplier of 
unknown items with an inevitably unknown price. 

Hence we are left with two options: either this reply from the Topf Company is a 
forgery, for instance by replacing the letter s original text (which perhaps contained 
the subsequently submitted cost estimate) with a new text. Or else one has to as¬ 
sume that the individuals signing this letter (the cremation engineer Kurt Priifer 
and Topf s chief engineer Fritz Sander) completely misunderstood the telegram, 
in spite of the previous conversation it was evidently base on, and went off on a 
weeks-long wild-goose chase for something that would neither have been request¬ 
ed of them by anyone nor would have been lacking at Auschwitz. At any rate, that 
letters text as it is today makes no sense at all. 129 


129 For a more thorough discussion of the issues involved see C. Mattogno, op. cit. (note 23). 
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Warm-Air Supply 

On pages 221 and 230, Pressac reproduces documents referring, among other 
things, to a plan to channel warm air from the overheating forced-draft blowers 
into Morgue #1. of Crematorium II. On p. 454 Pressac states: 

“Heating a mortuary is nonsensical The extracts from these two letters are crimi¬ 
nal traces of capital importance .” 

On page 375 he writes in more detail (similar on p. 223): 

“This document constitutes damning evidence. If [... Morgue] 1 remained a 
‘morgue,’ it would be mad or stupid to want to ‘preheat’ a place, by definition cool 
or cold, destined for the temporary storage of corpses. [...]” 

However, standard works on building crematoria disagree. In his classical treat¬ 
ment on crematoria, Heepke writes: 130 

“If morgues exist in a crematorium, they must, of course, be equipped with a sepa¬ 
rate heating system, preferably in the form of a continuously operating stove; but 
heating of the morgues must always be made possible and is frequently specified 
by the authorities.” 

Neufert writes in a more recent work, a copy of which the Auschwitz Construction 
Office owned: 131 

“The temperature level in the mortuary [must be] > 2 - < 12°C, never lower, 
because frost may cause the corpses to expand and to burst.” 

Furthermore, Pressac s favorite witness Henryk Tauber said in this regard (see on 
p. 482): 

“All [corpses] were frozen and we had to separate them from one another with 
axes.” 

Hence, these crematoria had a design flaw which this suggested modification was 
to remedy: their basements had no heating. Aware of this, the Topf Company wrote 
already in a letter of November 4, 1941, that they will install more forced-draft de¬ 
vices because in winter 132 

“frozen corpses will be incinerated, requiring more fuel which causes the exhaust 
gas volume to increase.” 

Morgue #1 was the target for this heating option, because due to its more-powerful 
ventilation system, this was the morgue where corpses several days old or even 
older were to be stored, as Pressac himself states on p. 284, increasing the risk of 
them freezing in winter. Hence, gently heating a morgue in winter is neither mad 
nor stupid. In addition, this project never came to fruition, because the overheating 

130 Wilhelm Heepke, Die Leichenverbrennungs-Anstalten (die Krematorien), Verlag von Carl Marhold, Halle 
on Saale 1905, p. 95. 

131 Ernst Neufert, Bau-Entwurfslehre, Bauwelt Verlag, Berlin 1938, p. 271; Russian War Archives, 502-2-87. 

132 Russian War Archives, 502-1-313, p. 83. 
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forced-draft blowers, whose excess heat was to be the heat source of this system, 
were removed. So the whole point is moot. 

Entry to Morgue #2, Elimination of Morgue #3 and of Corpse Chute 

Originally, Crematorium II was meant to be built behind the old crematorium in 
the Main Camp (see pages 183f.). Since the groundwater level was not that high 
at the Main Camp, the buildings morgues were planned as full basements. As 
mentioned earlier, transferring the building to Birkenau with its high water level 
required a number of changes, among them that the basements were no longer 
fully underground, but stuck out of the soil by a considerable portion. The way 
the crematoria were set up at Birkenau made it difficult to reach the only origi¬ 
nally planned entrance to the basements, because the camp road was now on the 
opposite side, with Morgue #2 sticking out of the ground, blocking the access to 
the basement entry. Hence, new entrances were included to facilitate access to the 
morgues, see Illustrations 51a&b. One of the blueprints dated Dec. 19, 1942 even 
expressly states that this was about “Relocation of the basement access to the side 
nearest the road” (pages 302f.). 

One additional basement entry went into what used to be Morgue #3, which 
was restructured into a vestibule, an office and a room for “gold works” where pre¬ 
cious dental fillings were recovered. It is standard for a crematorium to recover 
metal fillings prior to a cremation, since they would clog the furnaces in the long 
run. What happened with any recovered precious metal at Auschwitz is, of course, 
a different story. 

Pressac claims that these additional entries, not having any corpse chutes, “could 
be used only by living people” (page 218), hence would be a criminal trace. In ad¬ 
dition, he states that Morgue #3 was eliminated because it allegedly had “no use in 
the criminal context of Krematorium II” anymore. Finally, Pressac claims on page 
213 that the corpse chute of the original basement entry was removed, allegedly be¬ 
cause “the plan was for the corpses [...] to enter [...] on their own two feet, hence 
STILL ALIVE.” (The longer elaboration in his 1993 book on pages 63f. is similar). 

Regarding the corpse chute, Pressac is simply mistaken. The blueprint in ques¬ 
tion (#2003) focused on adding basement entries. It had neither the corpse chute 
nor the staircase itself drawn in. They were omitted to simplify that drawing and 
limit it to the issue at hand. All other later blueprints do feature the corpse chute: 

- #2136 of Feb. 24 ,1943 for Crematorium III (page 305); 

- #2197 of March 19, 1943 for Crematorium II (page 307); 

- #109/15 by Huta of Sept. 24, 1943 for Crematoria II and III (page 327); 

- #109/16A by Huta of Oct. 9, 1943 for Crematoria II and III (page 329). 

In fact, blueprint #2003 seems to have been partly copied from the original blue¬ 
print for a new crematorium of the Main Camp dated October 24, 1941, in which 
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Illustration 51a&b: top: Schematic location of the new crematorium as originally 
planned for the Auschwitz Main Camp. Bottom: Schematic location of Crematorium 
II, altered plan. To adjust it to the higher location of the morgue and the access in 
Birkenau from the other side (mirroring Crematorium III). 


the two underground morgues were accessible via a staircase without a chute! 133 
But that building certainly had no criminal background. 

Had Morgues #1 and #2 really been used for homicidal purposes, Morgue #3 
would have been desperately needed in order to store the victims of the Birkenau 
Camps “natural” mortality, since these could not have been stored in the rooms 
allegedly used as undressing and execution chambers for the victims. The elimina¬ 
tion of Morgue #3 thus proves the exact opposite of what Pressac claims: it was not 
needed for storing corpses, because the other two morgues were available for this 
at any given time. 


133 Reproduced in J .- C . Pressac , Les crematoires..., op. cit. (note 1 ), his Document 9 on an unnumbered page . 
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Adding new entrances to the basement of Crematoria II & III has therefore no 
criminal implication at all. It was an inevitable design change due to the changed 
situation in Birkenau. It also goes without saying that corpses can be transported 
into a basement even without a corpses chute. The reason why the new entries did 
not get chutes as well is succinctly described with one brief term: cost overrun. 
Constantly changing the design was simply getting too expensive. 

Change to Drainage System 

Comparing the blueprints #932 (pages 284f., Jan. 23, 1942) with #1300 (page 297, 
June 18, 1942), it turns out that a change in the layout of the pipework collect¬ 
ing wastewater from the various drains inside Crematorium II occurred. Pressac 
claims on page 285 that this design change, detaching the drains of Morgue #1 
from the rest of the buildings drainage pipes, was meant to prevent any toxic gas 
from entering the buildings ground floor, hence shows criminal intent. 

However, blueprint #1300 dates from June 1942, hence long before any criminal 
planning is said to have been implemented. Furthermore, water flows downhill, 
and by default all drains are equipped with U-bend pipes (“traps”) preventing any 
foul smell and pest to enter the drained rooms. Hence, HCN gas, being highly 
soluble in water, could not have entered the drainage pipes, and HCN dissolved 
in water drained from the basements would have flowed away from the higher 
ground floor. 

The older blueprint #932 of January 23, 1942 has all basement rooms detached 
from the drainage pipes of the ground floor rooms, yet in blueprint #1300, half the 
basement was attached to the ground floor drainage pipes. Hence, the older plan 
was “safer” than the newer, although both blueprints predate any alleged criminal 
plans. 

To prove the innocuous nature of the drainage layout, no matter what design it 
had, we need to look at the drainage layout of the Zyklon-B fumigation wings of 
Buildings 5a and 5b. Their blueprint #1293 of May 9, 1942 (see page 56) has the 
two drains of the “gas chamber” connected with the drains of the main building, 
from where the wastewater flowed into an external sewer. This drainage system was 
even connected to the drain in the inmates shower room, in other words, there was 
practically no risk that Zyklon-B fumes could spread into the building through the 
sewer system. So much for the danger of drains in a “gas chamber” for the rest of 
the building. 

Change of Doors Opening Direction and Door Size of Morgue #1 

The ventilation system of Morgue #1 consisted of both an air-intake fan and an 
extraction fan. Both had the same design and motors, hence the same capacity. 
However, the registers closing the air-intake openings along the intake channel had 
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rather small holes (ca. 3 mm di¬ 
ameter, see pages 233 and 487). 

That increased the pressure loss 
along the intake channel much 
more than that along the extrac¬ 
tion channel. As a result, the ex¬ 
traction fan sucked out more air 
from the room than the intake 
fan blew in, leading to reduced 
pressure of that room compared 
with the rest of the building. 

Hence, air constantly seeped 
into that room from any other 
opening, in that case basically 
the door. That is a desired effect, 
as it prevents unpleasant odors 
from leaving this morgue. 

The original blueprint pro¬ 
vided for a double door opening 
to the inside (see page 285). Due to the rooms low air pressure, that would have 
led to this door opening by itself if not properly shut, which is not a good design. 
That may be the reason why this was changed later on (see blueprint on page 302). 
However, letting this door open to the outside made one of its wings collide with 
the right-hand door of the adjacent corpse elevator. Moving the whole door to the 
center of the wall would have solved the problem. It is not known what the final 
solution was in this regard. On the inventory drawing of Crematorium II of March 
19,1943, it looks like someone added a little extension to the wall close to the eleva¬ 
tor, reducing the width of that door from 200 cm to some 170 cm, see Illustration 
52 (from blueprint #2197, page 312). If anything, only careful excavations of the 
ruins could decide what the actual width of that door was. 

Pressac claims that these changes point at a homicidal usage (pages 285f.). It is 
safe to assume that it would be extremely challenging to secure a double-leaf door 
against a panicking crowd. But it is not at all certain what kind of door this room 
had. As a matter of fact, the two drawings by the construction firm Huta from later 
dates still show a 2-m-wide door (#109/15 of Sept. 24, 1943, page 327; #109/16A of 
Oct. 9, 1943, page 329). 

Off-Limit Zone 

When the typhus epidemic got out of control in Birkenau, the camp authorities 
were ordered by Berlin to put the entire camp on lock-down, or quarantine. As a 



Illustration 52: Section enlargement of Pressac’s 
reproduction of blueprint #2197 of March 19, 1943, 
showing parts of the basement of Crematorium II (p. 
312). Arrows with numbers added. Left: Morgue #2; 
bottom: Morgue #1 (7 m wide). The door of Morgue 
#1 should be 2 m wide, but a blacked-in area reduces 
the width to 1.7 m. 









94 


Auschwitz: Technique and Operation of the Gas Chambers. Introduction 


result, the camp authorities declared the area where the Auschwitz and Birkenau 
Camps were being developed as a “Sperrgebiet” (off-limits zone). Repeating an 
earlier order of 1942, Hoss explained this again in another garrison order of Feb. 
14, 1943: 134 

“[...] the following area is defined as an off-limits zone for the total camp lock-down 
in accordance with indications in the map of KL Auschwitz area of interest: The off- 
limits zone is represented by the KL Auschwitz area of interest, limited in the north , 
west and east by the Vistula and/or Sola rivers [...].” 

This means that the “Sperrgebiet” was the area affected by the “total camp lock- 
down” due to the typhus epidemic. 

In his 1993 book, Pressac presents his Document 21 shown here in Illustration 
53, which dates from June 2, 1943 and shows the “Area of Interest of the Auschwitz 
Concentration Camp.” 135 The Birkenau Camp is rendered in white, and an area 
to the northwest of it, also in white, is marked as “Sperrgebiet” - off-limits zone. 
On page 52 of his 1993 book, Pressac insinuates in passing that this area is “where 
Bunkers 1 and 2 were located.” However, if we superimpose that map on a map 
of Birkenau and its surroundings, see Illustration 54 (turned by -90° to have the 
common orientation of the camp with west at the top), we see that the area around 
Bunker 2 (marked with B2) was not included in that zone, while the area of the 
claimed Bunker 1 (marked with Bl) and of the mass graves shown in Illustration 
30 (marked with F) are within the camps perimeter. 

In June of 1943, the typhus epidemic had largely been contained, which may 
be the reason why the entire “area of interest” was not marked as an off-limits 
zone, but merely the Birkenau Camp itself and a small area northwest of it. We 
should avoid overinterpreting the white “Sperrgebiet” area on the map in Illustra¬ 
tion 53, however, because it is evidently a hand-drawn sketch meant to merely 
show a rough outline. 

Standard Gas Chamber 

In order to improve the reliability and efficiency of Zyklon-B fumigations of effects, 
the Degesch Company developed a standardized fumigation chamber that could 
be mass produced to reduce costs, see Illustration 6. It was called standard gas 
chamber ( Normalgaskammer ). Degesch even distributed a manual titled Libel uber 
Normalgaskammern. In contrast to these standardized fumigation chambers were 
the provisional or improvised fumigation chambers, for instance those built in the 
disinfestation wings of Buildings 5a&b at Birkenau, or the fumigation chamber at 
Stutthof. 

In his 1993 book, Pressac writes (page 89): 

134 Auschwitz Museum Archives, Standortbefehl, 1.1, D-AuI-1, p. 48. 

135 Russian Federal Archives, 7021-108-25, p. 25. 
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Illustration 55: Urgent request of June 8, 1944 to install 11 Zyklon-B debusing devices 
of the Degesch standard design (“Normalgaskammern”) in the disinfestation wing of the 

Auschwitz reception building. 
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“On this occasion , the civilian employee Jahrling made a tremendous blunder in a 
letter to Testa. [Illustration 55 136 ] He designated the gas chambers for delousing by 
the term 'Normalgaskammer,' a word underlined and set in quotation marks, as if 
there were normal' gas chambers and others that were abnormal.' Testa took over 
this designation asserted , first of all , that a switch [from Zyklon B] to Areginal 
was mandatory only for new installations, and also insisted that the personnel as¬ 
signed to the normal gas chambers using hydrogen cyanide had to be particularly 
well trained , insinuating that their use was far more complicated than the mere 
dumping of Zyklon B into the abnormal' gas chambers." 

The only one insinuating anything here is Pressac, and its all wrong. In fact, any 
handling of HCN was much more dangerous than any of the other disinfestation 
methods available during the war (steam, hot air, Areginal, DDT, microwaves). 
Mass-gassing humans would actually have been much more complicated than op¬ 
erating a standardized fumigation chamber, because: 

1. Lice cannot struggle against their murderers, as humans do on occasion. 

2. Lice don’t absorb large amounts of HCN in their tissue and on their skin, as 
humans do, rendering the handling of gassed human corpses potentially dan¬ 
gerous. 

3. Lice don’t bury the Zyklon-B pellets underneath them, as humans do. 
Therefore, ventilating and clearing a moist and cool room full of humans murdered 
with HCN is much more dangerous and complicated than ventilating and clearing 
a dry and warm room full of clothes. 

In fact, the Normalgaskammer was developed to make Zyklon-B fumigations 
faster, more efficient, easier and safer than improvised Zyklon-B fumigations could 
ever be. However, even improvised Zyklon-B fumigations were much easier and 
safer than mass-gassings of humans could ever be. 

The letter quoted by Pressac concerns the revival of the old plan to install De- 
gesch circulation devices in the remaining free cubicles inside the disinfestation 
wing of the reception building at the Auschwitz Main Camp (see Illustration 55). 
That project is described in more detail in the appendix to this introduction (see 
Illustration 61). These documents prove once more that sanitation, not mass mur¬ 
der, was the main focus of the camp authorities’ activities. 

Elimination of Faucets in Morgue #1 

On page 310, Pressac writes that Morgue #1, “the gas chamber, was fitted with three 
[water] taps, which were subsequently removed” (also on page 286). But as Pressac 
himself states, these faucets are included in two blueprints of that building, includ¬ 
ing the inventory blueprint. How does Pressac know they were removed? On page 

136 Russian War Archives, 502-1-333, p. 35. Testa: Tesch & Stab enow, a distributor for Zyklon B and fumiga¬ 
tion equipment. 
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484, Pressac quotes his favorite witness Henryk Tauber saying “The gas chamber 
had no water supply of its own” Pressac comments this as follows: 

(( A Bauleitung inventory drawing indicates that three taps were in fact installed IN 
the gas chamber. But they were destroyed in the first gassings and it was decided 
not to replace them .” 

And how does he know that? Tauber, who might simply have forgotten about those 
three spigots, didn’t say anything as to why there were none in Morgue #1. Its all 
Pressac’s fantasy, pure and simple. Historiography Pressac style: make up a wild 
story and gain air superiority in the discourse. 

But even if it turned out that these spigots and the pipes leading to them were 
indeed removed, a simpler explanation for that would be that the basement rooms 
could not be heated, hence any water present in pipes exposed to frost could have 
burst the pipes and caused the basements to be flooded. 

Wooden Fan Casings 

Germany has very little naturally occurring iron ore. She has always depended on 
imports to cover her needs. The situation was worse during both wars, since the 
Allied blockades deprived Germany of most of her imports. Supplies from Russia 
dried up when war broke out between the two countries in June 1941. The only ma¬ 
jor suppliers left were neutral Sweden and occupied Norway. Iron, being the most 
important raw material for most machinery, weaponry included, was scarce and 
thus rationed throughout the war in Germany, as were all other types of metals. 
Wherever possible, other materials or methods were to be used. Any individual, 
company or organization wanting to purchase iron to manufacture items needed 
special permits to do so. The Auschwitz Camp was not exempted from that (see the 
metal allocation listings in Illustrations 42a and 45), and neither were the camps 
suppliers, the furnace manufacturer Topf included. 

For instance, a seven-page file memo of Feb. 15, 1943 lists the efforts of the 
Auschwitz Construction Office to obtain metal allocations. The metal quantities 
were allocated quarterly, and were passed on to the contractors. For the first quar¬ 
ter of 1943, Auschwitz requested 200 metric tons of steel, but only 150 tons were 
allocated. 137 

Due to constant shortages in iron allocations, Topf repeatedly failed to deliver 
ordered items in a timely fashion, thus delaying the completion of various con¬ 
struction projects, including the Auschwitz crematoria. For instance, the ventila¬ 
tion system for Crematorium II was to be shipped around the turn of the year of 
1942/43. But things didn’t run smoothly. In a telegram of Feb. 10, 1943, the head 
of the Auschwitz Construction Office complained to the Topf Company that their 


137 Russian War Archives, 502-1-319, pp. 53-54. 
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January shipment of the ventilation system for Crematorium II had been incom¬ 
plete, and that, in a second shipment of items sent on Feb. 6, a blower with motor 
for Morgue #1 and a motor for Morgue #2 were still missing (see page 360). 138 Topf 
replied a day later by telegram that it had shipped the blower for Morgue #1 already 
on Nov. 8, 1942, while the one for Morgue #2, made of a wooden casing, had been 
shipped on Jan. 25, although without the motor, because they themselves were still 
waiting for it to be delivered by their supplier (see pages 361, 374). 

A Topf memo of Feb. 17,1943 (see Illustration 46) states that the missing blower 
and motor concerned the “air-intake blower,” i.e. the blower feeding fresh air into 
Morgue #1. An Auschwitz file memo dated March 25, 1943 states that the wooden 
casing of Morgue #ls extraction fan will be replaced with a wrought-iron one. 139 
A letter by the Auschwitz Construction Office to Topf dated March 29, 1943, con¬ 
firms that the wooden casings of the extractor fans of both morgues will be re¬ 
placed with wrought-iron ones. 140 Hence, both air-extraction blowers initially had 
wooden casings, but were eventually replaced. 

In his 1993 book, Pressac claims that the use of a wooden casing proves that 
some aggressive gas was used in Morgue #1 which would corrode iron. According 
to him, HCN is such a corrosive gas (pages 70f.). 

This is nonsense on several accounts. 

1. First of all, hydrogen cyanide is not an aggressive gas. It turns into a very weak 
acid only when dissolved in water, and even then it is less corrosive than carbon 
dioxide (by a factor of 870), which is never considered as corrosive to iron. 

2. The reason for the usage of wood for the casings was the scarcity of iron, not any 
chemical considerations. 

3. All components of the professionally designed standardized “standard fumi¬ 
gation gas chambers” by the Degesch company - 19 of which were initially 
planned to be installed at the Auschwitz reception building - were made of 
iron, because the pros knew there is no danger of corrosion. 

4. Even the air-extraction fan of Morgue #2 initially had a wooden casing, yet it 
has never been claimed that this morgue was ever planned to be used for HCN 
executions. 

5. The wooden casings were swiftly replaced with wrought-iron ones. 

The Ventilation Systems of Crematoria II & III 

While Pressac documents with plenty of material how the ventilation systems were 
installed and which motors the various fans had (see pages 370-374), this yields 

138 Auschwitz Museum Archives, BW 30/34, p. 88. 

139 Ibid., BW 30/25, p. 8. 

140 Ibid., BW 30/34, p. 53; see Pressac s remark in this regard on p. 227. 
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little information regarding the capacities of these systems, and how many air ex¬ 
changes they could achieve for the rooms they ventilated. 

He remedied that situation in his second book, where he documented the ca¬ 
pacity of the fans used to ventilate each room (1993, p. 30): 

- intake fan no. 450 (mm fan diameter) for Morgue #1, 4,800 m 3 /h at 40 mm water 
column; 

- extraction fan no. 450 for Morgue #1, as above; 

- extraction fan no. 550 for Morgue #2, 10,000 m 3 /h at 55 mm water column; 

- extraction fan no. 550 for furnace room, 10,000 m 3 /h at 32 mm water column; 

- extraction fan no. 375 for autopsy room, 3,000 m 3 /h at 20 mm water column. 
Using each rooms volume, Pressac even gives the number of air exchanges per 
hour: 

- (4,800 m 3 /hn-483 m 3 ) = 9.94 exchanges for Morgue #1; 

- (10,000 m 3 /hn-966 m 3 ) = 10.35 exchanges for Morgue #2; 

- (10,000 m 3 /h-H,031 m 3 ) = 9.70 exchanges for the furnace room; 

- (3,000 m 3 /hn-300 m 3 ) = 10 exchanges for the autopsy room. 

The original plan created for a new crematorium at the Main Camp provided for 
the following fan motors for each room (see Illustration 56a&b): 141 

- 1 HP for fan no. 375, autopsy room. 

- 2 HP for both fans no. 450, Morgue #1 

- 3.5 HP for fan no. 550, furnace room 

- 5.5 HP for fan no. 550, Morgue #2 

The difference in motor power between the furnace room (3.5 HP) and Morgue 
#2 (5.5 HP), although they both have the same fan with the same capacity, results 
from the higher friction expected in their respective ducts, indicated by the higher 
pressure difference of Morgue #2 compared to that of the furnace room (55 mm as 
against 32 mm water column). 

In early 1942, the power of all motors was increased, while the fan types re¬ 
mained the same, meaning that the air friction of the respective air ducts had been 
underestimated. To maintain the planned capacity, stronger motors had to be pro¬ 
vided. When discussing the issue of the wooden fan casing, we already encoun¬ 
tered the motors planned for the morgues: two 3.5 HP motors for Morgue #1, and 
a 7.5 HP motor for Morgue #2. From the Topf blueprint D 59366 of March 10, 
1942, 142 we can glean these powers, plus the one for the furnace room (4.5 HP), 
and the autopsy room (1.5 HP). That upgrade in motor power happened at a time 
when no criminal redesigning of these buildings is said to have happened yet. This 

141 These motor powers are also listed in the final invoices, Russian War Archives, 502-1-327, pp. 25 & 25a 
for Crematorium II (Feb. 22, 1943); pp. 16 & 16a for Crematorium III (May 27, 1943). 

142 A. Schiile, op. cit. (note 104), pp. 438f. 
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1 FriscMuftansaugerohrleltung 
450 mm 0, 1 Druckrohrleitung 450 1 
mm 0 von der Geblasednickoffnung 
big sum geinauerten Kanal fuhrencL | 
It. Pos*I des gen,£.A* 

3* die Entiuftunssanlagg fiir den 
B-R&uai, bestedead aug; 

1 Geblase mit Lfotor und ZubebBr 
wie vorgteiiend outer A ausgeflihrtj 
1 Abluftrofcixleitung 450 mm 0 von 
gemauerten Abluftkane.1 bis sur An 
saugeaffnung des Gebldses fihrend 
1 Eruckroiirleltung mit erdauq 
It, Pas,II d, K.A. 


ybertTBg: 


Prel 1 
|» E ThBfl 


720*- 


1127 *—I 


1647.- 


ff^FPrfflWsKt - Ban - 13 ,.Ehid.JTall./5diluarBstfi™g' r . Habltf. 
_ fgffjbjgjljjfl - Anla-fle-bhalt. _._ 


PuMlKSflrifceirlo. 

T7ij»rnh<ni,.Drurt 1 KupeL-Vi'JirlinriM)* 


Illustration 56a: Page one of the Topf invoice no. 171 of February 22, 1943 concerning 
Crematorium II of Birkenau. The arrow added points to the ventilation system for Morgue 

# 1 . 
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0. tile Einrichtajafiser-lagg ir dsn 


Ofonraam^ osstehend ausY 


1 — Geblase zur Fbrderiing vonst'andl] 
10000 cbm Afcloft gegen 32 mm V7S 
Gesamtpressung,■ 

1 Drehstrommotor fur 360 Volt , 5Cj 
Per. sprit zwassergeschtit at, H* 
ca* 3,5 PS*, mit Kotorschutsschall 
ter und St erndxe decks ehalter, 

1 Abluft'rohrleltung mit eiaem 0 
von 550 bis 250 mm, 

1 Druckronrleitnog mit tfetterhaudi 
It. Pos* Ill i, KIA- 

D* die jjfrtlnftunffsanlage filr den 


aez f er- ah fb aHr map s-'u Y'fr a s cur amn 
bestohend aasi 
1 Geblase ziir F5rderuag von st'indjl. 
3000 cbm Ablnft gegen 20 mm ’tfS* 
Gesantpressung mit sprit swasaergef- 
schutztem Drehstrommotor, N ^ oaJ 
1 PS, mit MotorschutsscJaalter undj 
Sternireledkschalter, 

1 Atluftrohrleitung 375 mm 0 vom [ 
AblutftJcanal zur Getlaseansaage— 
tfifimiig, 1 Driiekiotrleitung mit 
WettArnaubs, 4 Abluftgittern mit | 
JalouHie-Elappenver&cJilUsBen It* 
Pos, IV d,£*AY 

E» dia SntlilftungBHnlaga fiir den 


IHEtau»i ____ 

1 Crebidse stir Forderung von stiindjl 
10000 cbm Ahluft gegen 55 mm WS* 
Gesamtprassung mit spritzwasser- 
geschiitztem Drahstrommotor N = 
ca* 5,5 PS, Hotorschutzschalter 
und Sterndreieckschaltex, 1 Ab- 
luftrohrieltung, 1 Druckrohrlel- 
tUJ^g mit ffetterbau&e it* Poa, V 
dee K.A, 

Verpacteung und Anfuhr. 

gerUhUns.Schrb *v * 10 . 2 * 1942 * 

Ihrc ZalLluggen; 


7,4-1942 

4*2.1944 


RM 4,000.-- 
SM 3.82Q* — 

HM 7-820,— \J 




Ubert: 


■rteg: 


1847 *- 


1337. 


779, 


3332. 

35. 


7B20* 


Illustration 56b: Page two of the Topf invoice no. 171. The arrow added points to the 
ventilations system for Morgue #2. 
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is supported by the fact that all rooms obtained stronger engines, not just the one 
room where we would expect an upgrade to handle toxic gases: Morgue #1. 

Interestingly, when looking at the planned fan capacities, Morgue #1 had a 
slightly smaller capacity than Morgue #2 (the undressing room) and the autopsy 
room, even though it is safe to assume that the planning engineers were aiming at 
installing roughly the same capacities for the entire building. That didn’t change 
when the motor power upgrades were made. 

In his 1993 book, Pressac commits a blunder by calculating a presumed new 
capacity of the fans by dividing the old capacity by the old motor s power and mul¬ 
tiplying it by the new motor s power, then rounding the result generously (pages 74 
and 118). This is arrant nonsense. These motors had a higher power, but they did 
not spin faster, and the fans they drove were still the same as before. These stronger 
motors simply could maintain the same rpms even at higher loads. But since the 
fans were not changed, their nominal capacity did not change either. 143 

The ventilation capacities themselves indicate what these rooms were meant to 
be. According to Heepkes book on the design of crematoria, morgues should be 
equipped with a ventilation capacity of at least 5 air exchanges per hour and should 
reach 10 air exchanges in cases of intensive use, 144 which certainly was what the 
Auschwitz crematoria were facing. Expert literature on fumigation chambers, on 
the other hand, recommended 72 air exchanges per hour. 145 “Responsibly” planned 
homicidal gas chambers would have had a ventilation capacity at least close to that 
of professional fumigation chambers. 

No upgrade to the ventilation system of Morgue #1 happened in late 1942 or 
early 1943, when this room is said to have been assigned its new role of chemical 
mass slaughter. Hence, there is not only no criminal trace here, but quite to the 
contrary. 

When addressing the “blue-wall phenomenon,” I mentioned that Pressacs 
claim of brief ventilation times for the hypothesized mass gassings is flawed. This 
statement is not only based on the fact that the blowers installed were designed for 
morgues, but also on a number of issues overlooked or ignored by Pressac: 146 

1. Any ventilation could have been successful only after Zyklon B had released its 
fumes almost completely, which would have taken an hour and more. 

2. Even for an empty room, a complete air exchange does not equate the complete 
replacement of “old” air by fresh air. If old and fresh air mix thoroughly, only 
some 63% of old air gets removed with every air exchange. 

3. A thousand or more corpses lying on the floor would have created many air 

143 For a lengthy discussion of this issue see Carlo Mattogno, “The Ventilation Systems of Crematories II and 
III in Birkenau,” Inconvenient History, 9(3) (2017); www.inconvenienthistory.com/9/3/4888 . 

144 W. Heepke, op. cit. (note 130), p. 104. 

145 G. Peters, E. Wustinger, op. cit. (note 20); F. Puntigam et al, op. cit. (note 22), p. 50. 

146 For a more-detailed discussion of the issues involved, see G. Rudolf, op. cit. (note 8), pp. 275-282. 
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pockets where almost no air exchange would have occurred, delaying a success¬ 
ful ventilation for hours. 

4. The air exhaust openings near the floor would have been partially blocked by 
dead inmates, reducing the systems performance. 

5. The air intake and exhaust openings on the same wall were only some 2 m apart 
from another, while the opposite wall was 7 m away. Hence, the system tended 
to produce an air “short circuit,” where fresh air blown in gets sucked out right 
where it entered, rather then mixing with the rooms air. 

For these reasons, successfully ventilating Morgue #1 would have taken hours. 

The Freight Elevators of Crematoria II & III 

An issue overlooked but clearly enlightening concerns the freight elevator used in 
Crematorium II. It is a classic example for a piece of evidence that blows all “crimi¬ 
nal trace” out of the water at a single blast. Instead of summarizing the issue, I will 
use the text which Italian scholar Carlo Mattogno has compiled in this regard, 
slightly streamlined by me. 147 It may be a little long, but its worthwhile reading, 
also because it clarifies what it means to put documents into their context. 

Before turning to Mattognos text, however, a few introductory words are due. 
The logistics of any major operation need to be well planned to make things run 
smoothly. If plans are made to mass murder people in a conveyor-belt fashion, hav¬ 
ing a conveyor-belt-like setup is very helpful. In our case, having a path of low re¬ 
sistance from the place of murder - the gas chamber - to the place of incineration 
- the cremation furnaces - would be good thinking. However, separating the two 
places by putting them on two different levels of the building, and then connecting 
these levels with merely a small freight elevator is the dumbest thing an engineer 
could ever come up with. Yet that was exactly the layout of Crematoria II & III. Let 
us therefore have a closer look into this marvel of German engineering as reported 
by Mattogno: the freight elevator of Crematorium II. 

According to the initial plans, Crematoria II and III were to be equipped with 
freight elevators described as follows in the order given to Topf on February 28, 
1943, by the Auschwitz Construction Office: 148 

“2 compl. electrical elevator machines incl. electric motors for three-phase 220/380 
V, 7.5 HP each, special design, with overload protectors, limit switches, braking 
devices, platforms 2.10xl.35x 1.80 m with safety device, otherwise as per above 
mentioned cost estimate at 9,371 RM [Reichsmark] each = 18,742 RM. 

1 patented Demag electric lift for 750 kg capacity, single cable, to be raised to 1500 
kg capacity by addition of second cable, at 968 RM. This Demag electric lift must 

147 C. Mattogno, The Real Case..., op. cit. (note 41), pp. 49-54. 

148 Auschwitz Museum Archives, BW 30/34, p. 69. 
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be supplied at once, as it will have to be used pending the arrival of the elevators 
mentioned in item 1” 

Delivery for the first position was to be about seven months. Pressac shows draw¬ 
ing 5037 which was attached to the cost estimate by the Gustav Linse elevator com¬ 
pany of Erfurt written on Jan. 25,1943. 149 This freight elevator was installed only in 
Crematorium III, between May 17 and June 6,1943, by the Topf engineer Heinrich 
Messing (see the present book, page 371). In Crematorium II, a very crude make¬ 
shift elevator was installed which was ordered from the camps metalworking shop 
on Feb. 15, 1943. The order reads as follows: 150 

“February 15, 1943, PoW camp [=Birkenau] Crematorium 7, BW 30. Object 1 
flat-plate elevator for min. 300 kg payload incl. installation of respective reel de¬ 
vice, cable and motor as well as guide rail. Order no. 25631:146:1 of January 26, 
1943 from Central Construction Office. Order taken over from former detainee 
metalworking shop, terminated March 13, 1943? 

As can be seen from a Polish photograph of 1945 presented by Pressac, this elevator 
was very primitive (Photo 20, p. 488). It had to be repaired right away by Messing 
on April 12, 1943, who needed 11 hours for the job, but it still worked poorly. 151 
On July 23, 1943, Topf wrote a letter to the Auschwitz Construction Office stating 
(see Illustration 57): 152 

“In the recent telephone conversation with your site superintendent, Sturmban- 
nfuhrer Bischoff, the latter stated that the elevator in Crematorium II, as well, has 
been giving rise to permanent problems. We have, however, not built this elevator; 
rather, it was assembled and installed by your own people. We are, therefore, at a 
loss to see how you can make us responsible for a device not built by us? 
Nonetheless, this poorly functioning elevator stayed in place until the end. The 
order for the two definitive freight elevators underwent a number of changes. On 
May 25,1943, Topf thanked the Auschwitz Construction Office for having checked, 
approved and sent on to Berlin for payment four invoices. One of these was for the 
“Demag-Elektrozug,” another was “Crematorium II/III. Order no. 43/145/3. [for] 2 
electrical elevators. RM 9,391.” 153 

A Topf listing, dated July 2, 1943, referring to the above order, shows a first par¬ 
tial payment of 9,371 RM, half the total amount (18,742 RM), but a handwritten 
entry by Jahrling states that this installment had only amounted to 1,876.43 RM. 154 
However, the freight elevators had not yet been supplied, and even ran the risk of 
never being actually delivered. On August 4, 1943, more than five months after the 


149 J.-C. Pressac, Les crematories..., op. cit. (note 1), Document 25. 

150 Hoss Trial, Vol. 11, pp. 82f. 

151 Russian War Archives, 502-1-306, p. 93a; see the present book, p. 370. 

152 Russian War Archives, 502-1-313, p. 29. 

153 Ibid., 502-1-327, p. 83. 

154 Ibid., 502-1-327, p. 74. 
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W JATOPF&SUHNE ERFURT^ ^ ^ 

23 . 7 . 43 . - 2 - 

anger Zentral-Bauleituna der affen-SS» Auschwitz. 


( 


1 

I 


I 

I 


Bs kann Ilmen vert jeder Fachfirsa bestatlgt warden, dass mac 
ein Sehornsteinfutter .Or heHgehende Ofen nicht alt zweit- 
klassigen Ziegelsteinen und in Kalkj&Brtel vennauert herstellt- 
Hierzu gshtfren Hlinkersteine, die In Schanottenortel gelegt 
werden- Hit dieser Ausfiihnmg wlirde das Fatter heute noch unbe- 
schadlgt stehen* 

Von der Firma Kohler, Hyslovilta, hat ten wir vor kursecs der* 
Auftrag zur Herat el lung der Sohorrjsteinseicbnuiig und stati- 
achen Berechnung gegen Entgelt erhalten* Diesen Auftrag haben 
wir nur entgegenkomnenderwejae, ma such IhAen au be If an, 
erledigt« 

Schon jetat mbefaten wir hierbei erklaran, daas wir fUr die 
Ausfiihrung des Schornstelnes keine Haftung uberrehmen, da 
wir nicht in der Lage sind, die .Arbeiten su tiber.vacben,und 
auf die Arbeit selbst keinen Blnfluss haben. 

In Ihrem Sehrelben teilen Sie uns weiterhin ait, dess im 
Rahman unserer Garantle die sehr scha&haften Heizkanale aussu- 
bessern sind, 

Dieser Schadensfall 1st uns nan* Von unsergoa Harm Poller 
Koch, der vor 3 'kochen von der Baustelle dartselbst kam, 

1st uns auch keine alt te Hung liber diese Sc hidden geaacht wor- 
den, trotzdem Vorstehender vor seiner Abrelse dortselbst noch- 
r-als alles durchgeseh-m hatte. 

Pa das ICrenatoriuai seit 6 Wocheu au3er Betrieb 1st, kbnnen 
wir ucs nicht erkliren, wer den ange bile hen Binsturz der Kan&le 
verursacht hat- Aufgrand Hirer ..achricht haben wir unserem 
Rerrn Polier Hollak hiervon Bhchricht gegeben, der sicb an Ort 
and Stelle iiberseugen soli. 

3ei der klirzlieh erfolgten telefonischen Un ter redung mit 
Ihreoi ierrn Baulelter SturmbannfUhrer Biscboff erklerte die¬ 
ser, dass auch der Aufsug im Krematorium II dauemd su -ean- 
standungen Anlass gebe- uieaen Anfzug haben wir aber nicht 
geb&ut, sondern dieser ist von Ihren Beaten selbst z us arose r^e- 
stellt und eingebaut .vorden* Daher kbnnen wir nicht ver- 
stehen, daas Sie uns fur eine nicht von uns auageftlhrte Anlage 
haft bar loacben wollen# 

Bei dieser Gelegenheit bitten wir Sie nochm&ls* den schon 
wiederholt angetaahnten Setrag in Kbhe ven R2i 32 732,-- baldigst 
anzuweisen, dee^lelohen auch die noch ausstahenden ^isenscheine. 

Von uno fordem Sie fur Ihre Auftrage schr.ellste Erledigung, auf 
der anderen Seite iaasen Sie uns liber GetiihrV war ten- 
In der Hoffnun.;, dass unser Schreiben Ihnen gen'igend Aufklfirung 
Uber den Schadensfall gegeben hat, seichnen wir 

Heil Hitler ! 

AnlagS: 

1 Purchschlag dieses Sohrei 



Illustration 57: Topf letter addressing various complaints made by the Auschwitz 
Construction Office about malfunctioning or damaged equipment of Crematorium II, 
including its makeshift elevator made by the camp’s employees. 
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Illustration 58: The Auschwitz Construction Office postponed installing the elevators for 

Crematoria II & III in May 1944. 


order for these devices, Topf informed the Construction Office that the manufac¬ 
turing permit for them had not yet been granted: 155 

“We have learned today from our supplier that the Plenipotentiary for machine 
construction has not yet granted the construction permit. The application has been 
forwarded to the Reich minister for armaments and munitions [Albert Speer] 
requesting his decision ” 

Topf added that the plenipotentiary for machine construction had voted against 
the construction of the devices, and Topf therefore asked the Auschwitz Construc¬ 
tion Office to get in touch with the Berlin authorities in order to have the request 
granted, speaking of serious consequences otherwise: 

“For your information , please note that our supplier has already assembled the 
better part of the elevators. There is the danger ; however ; that the order has to be 
stopped immediately if the Reich minister for armaments and munitions does not 
give his approval.” 

This incident is in stark disagreement with the thesis that the Birkenau crematoria 
were the instruments for the implementation of Himmler s extermination order: 
in such a case, any opposition on the part of the plenipotentiary for machine con¬ 
struction obviously would have been considered sabotage. 


155 Auschwitz Museum Archives, BW 30/34, p. 19. 
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On September 9,1943, the Auschwitz Construction Office sent to SS Hauptstur- 
mfuhrer Prinzl of Office C V of SS-WVHA a copy of the Topf letter of August 4, 
with the request to get in touch with the Reich minister for armaments and muni¬ 
tions in order “to obtain [the approval for] the realization of the elevators urgently 
required” 156 On May 12, 1944, the Auschwitz Construction Office sent Topf an 
“urgent telegram” regarding the elevators for Crematoria II & III stating (see Il¬ 
lustration 58): 157 

“installation of the 2 elevators cannot he done now. Installation will be done later ; 
together with installation of air-extraction equipment in 4 and 5 ” 

We can only speculate about the reason, but it may have to do with the fact that at 
that time the camp authorities were feverishly preparing to admit more than 400,000 
Hungarian Jews to the camp, which must have resulted in an extreme shortage of 
available manpower. 

If, however, the crematoria were meant to become the epicenter of the activities 
surrounding the deportation of the Hungarian Jews - meaning their gassing and 
cremation - the camp authorities would have expedited the installation of these 
devices! 

It is not clear whether the two elevators were ever installed at all. 

Therefore, the claimed extermination of some 500,000 people in Crematorium 
II would have been implemented using this primitive and poorly functioning de¬ 
vice. As its capacity was 300 kg, or an average of five bodies of 60 kg each, the eleva¬ 
tor would have had to do a total of 200,000 runs, 100,000 up and 100,000 down! 

If we assume an average duration of five minutes for one complete operation 
(loading, upward journey, unloading, downward journey), then the transpor¬ 
tation of 2,000 bodies from the basement to the furnace hall would have taken 
([2,0004-5] x5 =) 2,000 minutes, or some 33 hours. Such an average duration, which 
corresponds to one minute for the transit time up and down and four minutes for 
the loading and unloading of the bodies (hence an average of 24 seconds for load¬ 
ing and another 24 seconds for unloading one corpse), is definitely too short for 
two reasons: 

1. The elevator worked poorly, therefore one has to allow for lost time due to 
breakdowns, blockages, and delays. 

2. According to Pressacs favorite witness Henry Tauber, in Crematorium II (and 
III) four detainees were assigned to the elevator, two for loading, and two for 
unloading, working in 12-hour shifts. 158 Even if we assume an average time of 
only five minutes per load, hence 12 loads per hour, by mid-shift (after 6 hours), 


156 Ibid., p. 78. 

157 Russian War Archives, 502-1-313, p. 10. 

158 Minutes of the deposition of Henryk Tauber dated February 27-28, 1945, before the Soviet Commission 
of Inquiry. Russian Federal Archives, 7021-108-13, pp. 1-12, here p. 9. 
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these detainees would have handled a total load of (6 hrs x 12 loads/hr x 300 kg/ 
load =) 21,600 kg. The increasing exhaustion would have steadily reduced their 
working speed. 

It is thus clear that the average time for one load was higher, which makes the al¬ 
leged transport of 500,000 corpses even more grotesque. As the maximum num¬ 
ber of days during which Crematorium II was operational was 433, 159 the elevator 
would have had to perform (500,000 corpses 4 5 corpses/load 4 433 days=) 231 
trips per operating day, each of which would have required on average (1,440 min/ 
day 4 231 loads/day =) a little over six minutes (one minute for each round trip and 
30 seconds each for loading and unloading each corpse), without interruption for 
433 days, 24 hours a day - a truly absurd idea! 

In conclusion, the freight elevator is in perfect agreement with the actual num¬ 
ber of cremations, something like 20,000 for Crematorium II, but is absolutely 
out of proportion when it comes to the gigantic figures of a mass extermination 
claimed by the orthodoxy. 

Incineration with Simultaneous Special Treatment 

Pressac missed one “criminal trace” which was added to the list of orthodox absur¬ 
dities by the already-mentioned Robert van Pelt. 160 The document that triggered 
van Pelts frenzy is a file memo of January 29,1943 by an employee of the Auschwitz 
Construction Office on the “Power supply and installation at the Concentration 
Camp and PoW Camp” (see Illustration 59). It translates as follows: 161 

“AEG [electric supply company] informs us that, following their request for iron 
and metal allocations which were submitted in part already in November 1942, 
no valid ration coupons for iron and metal have been issued yet. Therefore, this 
company has been unable so far to work on the ordered parts of the facility. A great 
risk exists that the delivery will be delayed considerably due to further delays in 
the allocation. 

For this reason, it is also not possible to complete the installation and electricity 
supply of Crematorium II in the PoW Camp [Birkenau] by January 31, 1943. By 
using materials in stock meant for other construction projects, it is only possible to 
complete the crematorium to such a degree that it will be operational on February 
15, 1943 at the earliest. This putting into operation can extend only to a limited 
use of the available machines (whereby an incineration with simultaneous special 
treatment becomes possible), because the main electricity supply to the cremato- 

159 See C. Mattogno, The Real Case..., op. cit. (note 41), pp. 290-297. 

160 Robert J. van Pelt, The Case for Auschwitz: Evidence from the Irving Trial, Indiana University Press, 
Bloomington/Indianapolis 2002, pp. 329-331. 

161 Russian War Archives, 502-1-26, p. 196. 
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tgb. t W//^/43/S»o/Ia 


AuaehwltE, am 29.1.1943 


H k t i d v ft r b e r k 


Betr,t StromverBorgung und Installation dee El und KGL* 

Beaprechung an £9*1*43 zwiachsn Zentrelhaulsitung 
Auschwitz und AEG-Kattowitz p Anwesends* 
lag* tTonitoohek - a£G und 
ft-Ueclia* swoboda - Ztntralbauleitung* 

Die AEG tellt nit P daea ihr auf ihre Eigen- und kstall- 
anforderung, welchs tsilweiee schon in N^venber 1942 auege- 
aohriaben wurden t bieher noch keine giiltigen Eissn- und aetell- * 
echeins zur Verftigung gestellt wunden, Ea war dleear Firms 
aue dltaon Grunde bisher jiicbt nbglicb p dia beetellten 
Anlaganteile in Arbeit zu nehman* Eo beeteht die grosae os- 
fahr, dase duroh waitere Yorztfgsnmg in der gem tin gentle rung 
dieaer Auftrdge die liefertemine wsaentlicli rerldngert war¬ 
den, 

Aue dleoen Grunde let 00 auch nlcht mttglioh, die In¬ 
stallation und Stronvoraorgung des Erematgriume 11 in EOL 
bis 31*1*43 ftrtigsuetelisa* Das Erenatoriun kann Xedigliefa 
aue lag_redan P fUr andere Bautan beetimnten Eateriallea so-* t 

wait fsrtiggestsl.lt warden, dase sine InbetriebeetEung frlihe- 
etsns on 15*2*43 erfolgen kann* Ditaa X ribs triebast sung kann 
eich jedooh nur auf beachrdnkten Gebrauoh der vorbandsntn 
KaBOhinen oretreeken (wobei sins Vsrbrennung nit gleichttitiger 
Sonderbshandlung nttglloh gaaacht wlrd) f da die zum Krena- 
toriun fUhrend* Suleitung ftlr desoen Leistungsvsrbraneh zu 
eohwaoh 1st, FOr das hlwrflir erfjrderlich* Frellsitungs- 
naterial eind ebeafalle noch keine Eigen- und Ketallachtins 
sugswisaon worden, 

Eine SJrpavsrsorgung dee ^Crematoriums 111 1st aue 
Torgenamaj^lfiGrUnden derBelt ttberhaupt nicht mdglieh* 



4d£fntfer a charfUhrsr 


H-Haup t a turmftihr e r 


Illustration 59: The available machines enable “incineration with simultaneous special 

treatment. ” 
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rium is too weak for its power consumption. The iron and metal coupons required 
for this overhead-line material have not yet been issued either. 

For the reason just mentioned , an electricity supply to Crematorium III is cur¬ 
rently not possible at all .” 

The term “special treatment” used in this letter triggers the usual hyperventilation 
among orthodox scholars, all the more so since it is used in connection with cre¬ 
mations. They claim that this term was a euphemism for mass murder, here mass 
gassings in the claimed gas chamber. But since the operation of Crematorium II 
was limited to the available machines, and even then only to a limited degree due 
to the limited amperage available, the first question to ask is: which machines were 
available at the time when this file memo was written? 

As we have seen earlier when discussing the wooden fan casings, the ventila¬ 
tion system for the two morgues could not be installed, because their fans and/ 
or motors were still missing on February 17, as results from a file memo of the 
Topf Company written on that day. In fact, on January 29, not a single piece of 
the crematoria’s ventilation system had been delivered. 162 Hence, this ventilation 
system was not part of the “available machines.” On Jan. 29, only the forced-draft 
units had been installed, as results from the worksheet of Topf s fitter in charge of 
that work. 163 In other words: the claimed homicidal gas chamber of Morgue #1 
wouldn’t have been operational for quite some time. 

The available documentation allows us to trace with great accuracy when the 
ventilation systems for these morgues were installed. On page 370 of the present 
book, Pressac lists in detail all the entries of the time sheets left behind by Topf s fit¬ 
ter Heinrich Messing, who installed the crematoria’s various forced-draft, furnace- 
blower and ventilation systems. From it we learn that he finished working on the 
ventilation system of Morgue #1 during the week of March 8th to 14th, while the 
system for Morgue #2 was finished the following week. 

Since on January 29, 1943, Morgue #1 could not be used for much of anything 
due to the missing ventilation system - and most certainly not for mass gassings 
- “special treatment” - which was possible, albeit to a limited degree, already on 
January 29 - could not possibly mean gassings. But what else could it mean? 

As established throughout this introduction, the crematoria of Auschwitz had 
the exclusive function of improving the camp’s hygienic conditions by incinerating 
the victims of various “natural” causes of death, foremost infectious diseases. They 
were part of the huge “special program” to improve the camp’s hygienic conditions. 

162 Confirmed by an inspection report of Jan. 29, 1943 by Topf s responsible engineer Kurt Priifer, Auschwitz 
Museum Archives, BW 30/34, p. 101; and by a file memo of Jan. 29, 1943 by Hans Kirschneck of the 
Auschwitz Construction Office, ibid., p. 105. 

163 Ibid., BW 30/31, pp. 31-36; see here on page 370. 
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A cremation furnace operating at sub-optimum conditions due to insufficient 
machinery or electricity cannot reliably reduce a body to ashes, hence cannot reli¬ 
ably serve its role within this hygienic “special program” of “special treatment”. The 
thousands of typhus victims which by late January 1943 were piling up at Aus¬ 
chwitz needed to be cremated to such a degree that they would not pose any threat 
to human health anymore. Burying uncremated or only partially cremated remains 
was no option, because the high groundwater level meant that any toxic substanc¬ 
es forming during the decomposition of corpses (ptomaines) could get into the 
drinking water, which would trigger yet another health disaster for the Auschwitz 
camp system as well as for the entire Auschwitz region, who all drew their drinking 
water from local wells. 

In spite of the reduced electricity supply and the limited machinery available, 
the discussed file memo assured that the cremation possible with the available ma¬ 
chines would at once (simultaneously) result in a special treatment of the corpses 
by definitely reducing them to a state where they will be no threat to human health 
anymore. 

Thats all there is to it. 

By the way, the expression used in this file memo - incineration with simultane¬ 
ous special treatment - doesn’t even make sense for homicidal gassings, because 
that kind of claimed special treatment would not have been done simultaneously 
with cremations. The gassings are said to have happened first, requiring no electric¬ 
ity except for some lamps, then the gas chambers would have had to be ventilated 
successfully, after which the corpses would have been dragged out of them in order 
to be cremated. There simply is no simultaneity involved in that claimed scenario. 

Material for the Resettlement of the Jews 

During the typhus epidemic that got out of control at Auschwitz in summer 1942, 
the camp authorities not only had to battle lice, but also the bureaucratic nonsense 
coming from some pencil pushers in Berlin, who issued multiple, mutually con¬ 
tradicting decrees on how disinfestation was supposed to be done. For instance, 
on June 5,1940, the SS headquarters in Berlin decreed on the subject of “delousing 
facility” that “following maximum savings in steel, sealants, specialized workers 
etc., in the future no hydrogen-cyanide[-based], but exclusively heated-air delous¬ 
ing facilities are to be built” (see Illustration 60). 164 

The second, contradicting decision, issued on March 11, 1942, demanded the 
exact opposite by calling for the “[...] conversion of all delousing facilities to oper¬ 
ate with HCN,” in which regard it was noted: 165 

164 Russian War Archives, 502-1-333, p. 145. 

165 Ibid., p. 94. 
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Illustration 60: In June 1940, Berlin ordered the construction of hot-air disinfestation 
devices rather than Zykion-B devices. 
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“Deviations therefrom - delousing by means of hot air or hot steam - are only 
permissible insofar as they involve temporary installations , in which the necessary 
safety for the handling ofHCN is not ensured ” 

It was based on experiences showing that hot-air and steam disinfestation tended 
to be less effective, frequently due to insufficient temperatures used. 

A further letter from Berlin of February 11, 1943, however, reminded the Aus¬ 
chwitz camp authorities of “[...] the prohibition against the use ofHCN for disin¬ 
festation and from a letter of the Auschwitz camp authorities of June 8, 1944 

we can glean that Berlin had ordered that all “Zyklon B gassing chambers are to be 
converted to Ariginal gassing. 5 ” 166 

It goes without saying that it was impossible to constantly redesign and re-rig 
the various disinfestation facilities that were being planned or already existed at 
Auschwitz. Hence, the camp authorities made the best of it. As Pressac shows in 
his chapter on the various disinfestation facilities used, some operated with HCN, 
some with hot air. The Zyklon-B fumigation wing of Building 5a was in fact modi¬ 
fied in 1943 to use hot-air instead, and plans for the Zentralsauna were adjusted 
early on to use hot-air disinfestations instead of Zyklon B. 

However, as Pressac shows, several other Zyklon-B fumigation facilities at Aus¬ 
chwitz were never changed. In addition, the only way of ridding the inmates 5 liv¬ 
ing quarters and all other buildings at Auschwitz of lice and other pests was by 
fumigating them with Zyklon B. It is therefore not surprising that Zyklon-B orders 
skyrocketed in the summer of 1942, when the camp faced a catastrophic typhus 
epidemic. There are a number of well-known documents in this connection which 
are frequently quoted, see in the present book on pages 188 and 556f. 

Pressac subdivides those Zyklon-B deliveries into two categories: those which 
specifically refer to Zyklon B being needed for disinfestations, and those referring 
to “special treatment” or “resettlement of the Jews” (page 188). Pressac claims in 
accordance with the orthodoxy that the latter was a euphemism for mass murder. 
As we have seen before, “special treatment” had two meanings: first, measures to 
improve the camps hygienic condition, and second, the entire operation of deport¬ 
ing Jews in order either to use them as slave laborers, or to deport them further 
east. 

The entire program of “resettlement of the Jews” is in itself declared by the or¬ 
thodoxy to be a euphemism for a program of mass murder. We will not review here 
the plethora of documents dealing with this issue, as it is beyond the scope of this 
introduction. Those interested in reading more about it can consult the relevant 
literature. 167 


166 Ibid., p. 35; the chemicals proper name was Areginal, a disinfestation agent based on ethyl formiate. 

167 Carlo Mattogno, Jurgen Graf, Thomas Kues, The “Extermination Camps” of “Aktion Reinhardt”: An 
Analysis and Refutation of Factitious “Evidence,” Deceptions and Flawed Argumentation of the “Holocaust 
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The “Franke-Gricksch Report” 

On pages 236-238 of the present book, Pressac introduces the so-called “Franke- 
Gricksch Report” in order to support the orthodox thesis that Auschwitz served as 
an extermination center for Jews, and that the “resettlement Operation of the Jews” 
is a mere euphemism for their mass murder. 

As can be seen from the documents reproduction on page 238, this is not a re¬ 
port written by the German official Alfred Franke-Gricksch, but a text typed up by 
a certain Eric Lipmann. No original has ever been produced. The document and its 
history is so full of absurdities that the only conclusion can be that Lipmann made 
the whole thing up. 168 

The English translation of yet another report allegedly also written by Alfred 
Franke-Gricksch was found in the British National Archives in the early 2000s and 
posted online by a mainstream website in 2005. 169 The German original seems to 
have been lost. This report, however, does not speak of any extermination of the 
Jews, but merely of them being deported and their property being confiscated and 
repurposed - that is to say: looted by the German authorities. This document is 
in perfect agreement with all the other documents speaking of the “Resettlement 
Operation of the Jews” as a real and actual program, and of “Aktion Reinhardt” as 
being the plundering operation implemented parallel to this continent-wide pro¬ 
gram of ethnic cleansing by forced relocation. 

Mainstream scholars insist that both documents are genuine translations of 
authentic originals, the first one here discussed being a “secret” addendum made 
to be seen only by selected readers. The documents absurdities, however, clearly 
speak a different language. 

Criminal Traces? 

So, after all is said and done, what is left of Pressac s “criminal traces”? 

It is true that the German authorities at times used euphemisms to circumscribe 
what they were talking about. Some of it is ambiguous and open to interpretation, 
although the entire historical and documentary context leaves little room for wild 
conjectures. With regard to Auschwitz, these euphemisms concerned, to a large 

Controversies” Bloggers, 2nd ed., Castle Hill Publishers, Uckfield 2015, particularly Part 1, pp. 376-703; 
Carlo Mattogno, “Origins and Functions of the Birkenau Camp,” Inconvenient History, 2(2) (2010); www. 

incon __. 

168 See the thorough critique of that document by Brian A. Renk, “The Franke-Gricksch ‘Resettlement Ac¬ 
tion Report,: Anatomy of a Fabrication,” The Journal of Historical Review, 11(3) (1991), pp. 261-279; see 
also C. Mattogno, The Real Case..., op. cit. (note 41), pp. 219-228. 

169 v-' ■■■ . - ■ : '' 7 
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degree, the savage epidemic decimating the camp population. And what about the 
rest? 

There is a set of documents which we can trust to tell the unembellished truth. 
Between the Auschwitz camp authorities and the Berlin headquarters of the SS, 
secret encoded radio messages were exchanged on a regular basis. The Germans 
did not know, however, that the British had cracked the code in early 1942 and 
managed to listen to these secret messages for over a year. They intercepted these 
and many other radio messages, recorded them, translated them and stored them 
in their archives, where eventually they were made publicly accessible. 

We did receive an appetizer of what is in these radio messages already in 1981 
when the British government published a brief summary of them in a book on the 
British Secret Services during World War II. It says there succinctly: 170 

“The messages from Auschwitz , the largest camp , with 20,000 inmates , mention 
disease as the chief cause of death , but also include references to executions by 
hanging and shooting. The decoded messages contain no references to gassings ” 
These radio messages were systematically analyzed only a few years ago. According 
to this, these documents reveal not a mass-murder program or a racist genocide. 
Quite to the contrary, they show that the German authorities were desperate and 
determined to reduce the death rates in their labor camps caused by raging typhus 
epidemics. 171 


Suggested Readings 

If you are interested in a truly scientific and technical approach to the crematoria 
and the claimed homicidal gas chambers of Auschwitz, there are two comprehen¬ 
sive works meeting these requirements: 

- Carlo Mattogno, Franco Deana, The Cremation Furnaces of Auschwitz: A 
Technical and Historical Study. An exhaustive study of the history and tech¬ 
nology of cremation in general and of the cremation furnaces of Auschwitz in 
particular. On a vast base of technical literature, extant wartime documents 
and material traces, the authors can establish the true nature and capacity of 
the Auschwitz cremation furnaces. They show that these devices were inferi¬ 
or make-shift versions of what was usually produced, and that their capacity 
to cremate corpses was lower than normal, too. 3 vols., 1198 pages, b&w and 


170 F. H. Hinsley, British Intelligence in World War Two , Her Majesty’s Stationery Office, London 1981, Vol. 2, 
p. 673. 

171 Nicholas Kollerstrom, Breaking the Spell: The Holocaust, Myth & Reality , 4th ed., Castle Hill Publishers, 
Uckfield 2017, pp. 95-102; see also www.whatreallyhappened.info/decrypts/ww2decrypts.html; and: 
Carlo Mattogno, The Making of the Auschwitz Myth: Auschwitz in British Intercepts, Polish Underground 
Reports and Postwar Testimonies (1941-1947), Castle Hill Publishers, Uckfield 2018 (in preparation). 




H 7 


Auschwitz: Technique and Operation of the Gas Chambers. Introduction 


color illustrations (vols 2 & 3), bibliography, index, glos¬ 
sary. (Castle Hill Publishers, Uckfield 2015) lie free 
of charge at www.HolocaustHandbooks.com 

- Germar Rudolf, The Chemistry of Auschwitz . The Tech¬ 
nology and Toxicology of Zvklon B and the Gas Chambers 

- A Crime Scene Investigation. This study tries to conduct 
Auschwitz research on the basis of the forensic sciences, 
hence the search for material traces of the crime. Most of 
the claimed crime scenes - the chemical slaughterhouses aka gas chambers 

- are still accessible to forensic investigations. The infamous Zyklon B can also 
be analyzed as to who this poisonous substance acted, how poisonous it really 
is and whether it left any trace where it was used , and if so, then what kind. 
442 pages, more than 120 color and almost 100 b&w illustrations, bibliography, 
index. (Castle Hill Publishers, Uckfield 2017) PDF file free of charge at www. 
HolocaustHandbooks.com 

For a more thorough critique of Pressacs writings and those of Dutch cultural his¬ 
torian Dr. Robert van Pelt, who essentially plagiarized Pressacs texts, I recommend 
the two following books: 

- Germar Rudolf (Hg.)> Auschwitz: Plain Facts. A Response to Jean-Claude 
Pressac. The only scholar dared to confront the revisionists in the 1980s and 
1990s was the French pharmacist Jean-Claude Pressac. The mainstream in Eu¬ 
rope played him up as the ultimate “refutor of the revisionists,” and that is still 
the case to this day. Pressacs main works are subjected to a detailed critique in 
this study. It demonstrates that Pressacs interpretation of the sources is nei¬ 
ther formally nor factually up to par with scholarly standards: He clams things 
which he doesn’t prove or which even contradicts the evidence; he insinutates 
that documents have a certain content which the don’t; he reveals blatant tech¬ 
nical incompetence, and he ignores important arguments known to him. 226 
pages, b&w illustrations, glossary bibliography, index. (Castle Hill Publishers, 
Uckfield 2016) PDF file free of charge at www.HolocaustHandbooks.com 

- Carlo Mattogno, The Real Case for Auschwitz: Robert van Pelfs Evi¬ 
dence from the Irving Trial Critically Reviewed. Robert van 
Pelt is considered one of the best mainstream experts on 
Auschwitz. He became famous when appearing as an ex¬ 
pert during the London libel trial of David Irving against 
Deborah Lipstadt. From it resulted a book titled The Case 
for Auschwitz, in which van Pelt laid out his case for the ex¬ 
istence of homicidal gas chambers at that camp. This book 
is a scholarly response to Prof, van Pelt—and Jean-Claude 
Pressac, upon whose books van Pelt’s study is largely based. 
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Mattogno lists all the evidence van Pelt adduces, and shows one by one that 
van Pelt misrepresented and misinterpreted each single one of them. This is a 
book of prime political and scholarly importance to those looking for the truth 
about Auschwitz. 2nd ed., 758 pages, b&w illustrations, glossary, bibliography, 
index. (Castle Hill Publishers, Uckfield 2015) F file free of charge at www. 
HolocaustHandbooks.com 

If you are interested in a more general, yet still scientific approach to the Holocaust 

topic, I recommend the following three books: 

- Thomas Dalton, The Holocaust: An Introduction. The Holocaust was perhaps 
the greatest crime of the 20th century. Six million Jews, we are told, died by gas¬ 
sing, shooting, and deprivation. Much has been written about 
this crime. And yet much remains a mystery. Even some basic 
questions have no clear answers. For example, we would like 
to know: Where did the six million figure come from? How, 1 
exactly, did the gas chambers work? Why do we have so little 
physical evidence from major death camps? Why haven’t we 
found even a fraction of the six million bodies, or their ashes? 

Why has there been so much media suppression and govern¬ 
mental censorship on this topic? In a sense, the Holocaust is 
the greatest murder mystery in history. Not only is it a fasciriafmg story in its 
own right, but it can point us to deeper truths about our contemporary society. 
It is a topic of greatest importance for the present day. Let s explore the evidence, 
and see where it leads. 128 pages, bibliography, index. (Castle Hill Publishers, 
Uckfield 2017) 

- Nicholas Kollerstrom, Breaking the Spell: The Holocaust, Myth & Reality. In 

1941, British Intelligence analysts cracked the German “Enigma” code. Hence, 
in 1942 and 1943, encrypted radio communications between German concen¬ 
tration camps and the Berlin headquarters were decrypted. The intercepted 
data refutes the orthodox “Holocaust” narrative. It reveals that the Germans 
were desperate to reduce the death rate in their labor camps, which was caused 
by catastrophic typhus epidemics. Dr. Kollerstrom, a sci¬ 
ence historian, has taken these intercepts and a wide array 
of mostly unchallenged corroborating evidence to show 
that “witness statements” supporting the human gas cham¬ 
ber narrative clearly clash with the available scientific data. 

Kollerstrom concludes that the history of the Nazi “Ho¬ 
locaust” has been written by the victors with ulterior mo¬ 
tives. It is distorted, exaggerated and largely wrong. With 
a foreword by Prof. Dr. James Fetzer. 4th ed., 261 pages, 
bibliography, index. (Castle Hill Publishers, Uckfield 2017) 
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- Thomas Dalton, Debating the Holocaust: A New Look at Both Sides. Main¬ 
stream historians insist that there cannot be, may not be a debate about the 
Holocaust. But ignoring it does not make this controversy go away. Traditional 
scholars admit that there was neither a budget, a plan, nor 
an order for the Holocaust; that the key camps have all 
but vanished, and so have any human remains; that mate¬ 
rial and unequivocal documentary evidence is absent; and 
that there are serious problems with survivor testimonies. 

Dalton juxtaposes the traditional Holocaust narrative with 
revisionist challenges and then analyzes the mainstreams 
responses to them. He reveals the weaknesses of both sides, 
while declaring revisionism the winner of the current state 
of the debate. 2nd ed., 332 pages, b&w illustrations, biblio¬ 
graphy, index. (Castle Hill Publishers, Uckfield 2017) 

- Germar, Rudolf, Lectures on the Holocaust Controversial Issues Cross Exam¬ 
ined. Did you know that the mass media were reporting an impending holo¬ 
caust of six million Jews since the late eighteen-hundreds? Did you know that 
the media have repeatedly exposed the stories of Holocaust survivors to be lies? 
Did you know that many mainstream scholars have expressed doubts about 
the accuracy of Holocaust history books? Did you know that Holocaust dis¬ 
sidents are thrown into jail in many countries with no defense allowed? This 
book addresses these and many other issues. In the first sec- tion, it starts 
by defining “the Holocaust” and giving examples demon¬ 
strating that it is well to keep an open mind. The second 
section tells of mainstream scholars expressing doubts and 
subsequently falling from grace due to this “heresy.” The 
third section discusses the physical traces and documents 
about the various claimed crime scenes, such as the camps 
at Auschwitz, Treblinka, Belzec and Sobibor. It investigates 
the claimed murder weapons: gas chambers, gas vans, cre¬ 
matoria and cremation pits. The fourth section examines 
to what degree we can rely on witness testimony, and it analyzes the 
pertinent aspects of the most prominent among them. In the last section, the 
author lobbies for free inquiry and a free exchange of ideas about this topic, 
exactly because the powers that be cant face critical questions. This book gives 
the most-comprehensive and up-to-date overview of the critical research into 
the Holocaust. With its dialog style, it is pleasant to read, and with its logical 
organization and index, it can even be used as an encyclopedic compendium. 
3rd ed., 596 pages, b&w illustrations, bibliography, index. (Castle Hill Publish¬ 
ers, Uckfield 2017) PDF file free of charge at www.HolocaustHandbooks.com 
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Appendix 

Archives 

- Archives of the Central Commission for the Investigation of the Crimes against 
the Polish People - National Memorial, Warsaw (Archiwum Glownej Komisji 
Badania Zbrodni Przeciwko Narodowi Polskiemu Instytutu Pamieci Narodowej) 

- Auschwitz Museum Archives (Archiwum Paristwowego Muzeum w Oswi^cimiu) 

- British National Archives, Kew 

- German Federal Archives, Koblenz/Berlin (Bundesarchiv) 

- Mauthausen Museum Archives (Offentliches Denkmal und Museum Mauthau¬ 
sen) 

- Military History Archive, Prague (Vojensky Historicky Archiv) 

- Russian War Archives, Moscow (Rossiiskii Gosudarstvennii Vojennii Archiv) 

- Russian Federal Archives, Moscow (Gosudarstvenni Archiv Rossiskoi Federatsii) 

- U.S. National Archives, Washington, D.C. 
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Documents 

Illustration 61: In the spring of 1944, the German authorities decided to deport 
more than 400,000 Hungarian Jews to Auschwitz in order to deploy them as slave 
laborers in a desperate last-ditch attempt to increase armaments production. Or¬ 
thodox historians claim that most of them were killed on arrival at Auschwitz in 
the claimed homicidal gas chambers. For that purpose, the maximum possible ex¬ 
termination capacity is said to have been reactivated. However, no trace of it can be 
found in the archives. What can be found, though, is the camps attempt to maxi¬ 
mize its disinfestation capacity. The old project of installing Degesch circulation 
fumigation chambers in the reception building of the Auschwitz Main Camp was 
dusted off. On March 7, 1944, The Auschwitz Construction Office sent a telegram 
to the Boos Company, informing them that in the “reception building 11 instead 
of 19 delousing chambers must be erected a.s.a.p.” (Russian War Archives, 502-1- 
333, p. 59). On May 3 and 4, with the Jewish mass deportations pending, Boos was 
asked by both telegram and letter to submit a cost estimate for that project (ibid., 
502-1-347, p. 31; 502-1-333, p. 51). This led to some back and forth, also involving 
the Testa and Degesch companies, discussing how exactly this is to be done (ibid., 
502-1-333, pp. 35, 30, 30a). 

The above blueprint for that project, drawn probably sometime during March 
or April 1944, is the result of this (Russian War Archives, 502-2-149, p. 3). The 
eight empty cells on the left-hand side of this blueprint were at that time occupied 
by the microwave disinfestation facility, which became operational six days later 
(see Illustration 4). The fact that the gas-tight steel doors for this project were never 
delivered (ibid., 502-1-333, p. 2; letter by the Berninghaus Company of Novem¬ 
ber 22, 1944) indicates, however, that the project never went beyond the planning 
stage, probably because the tremendously efficient and effective microwave delous¬ 
ing device made it obsolete. 
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Illustration 61 
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Illustrations 62a&b: Although the extant Auschwitz Death Books have more than 
69,000 entries of deceased Auschwitz inmates, for relatively few of them, the cause 
of death listed is “typhus.” After all, typhus as such is not necessarily lethal. As a 
matter of fact, and as has to be expected, Auschwitz survivor anecdotes about con¬ 
tracting typhus, yet ultimately surviving the disease due to the care they received 
from both SS and inmate physicians and nurses, are quite common. 

There is no doubt, however, that the health complications typhus can cause can 
be deadly, and these complications are rather diverse. 172 Hence, the Auschwitz phy¬ 
sicians usually listed the complication that ultimately killed the patient, not the un¬ 
derlying infection with a certain strain of bacterium that had caused it. During the 
peak of the typhus epidemic, it may even have happened that the physicians made 
educated guesses as to the ultimate direct cause of death, since it would have been 
physically impossible to conduct a thorough investigation of hundreds of victims 
every day. 

A more reliable way of finding out what was going on at Auschwitz than to 
look at the causes of death listed in the Auschwitz Death Books is a look into the 
documentation left behind by the Hygiene Institute of the Waffen SS at Auschwitz- 
Rajsko. They conducted large-scale screenings of inmates for typhus, using the so- 
called Gruber-Widal and Weil-Felix Tests. This activity created huge volumes of 
documents attesting to the frightening presence of typhus at Auschwitz, but also 
demonstrating the unflagging efforts of the SS to bring this epidemic under con¬ 
trol and to save the lives of as many inmates as possible under the prevailing, often 
dismal circumstances. 

That the typhus epidemic wasn’t just another evil conspiracy by the SS to kill as 
many inmates as possible can also be gleaned from the fact that many members of 
the camp’s SS staff succumbed to the disease as well. They were not treated at Aus¬ 
chwitz, however, but were sent to the nearby reserve military hospital at Kattowitz 
for treatment. Some of the documents from that hospital ended up in the Russian 
Federal Archives, from which the one reproduced here has been taken (7021-108- 
54, pp. 192-192a). On the first page of this “sick sheet,” it shows the reason for the 
patient’s admission - here “Fleckfieber” (typhus) as well as some basic personal 
data. The second page (the sheet’s reverse side) briefly lists under A. the patient’s 
health history, under B. the patient’s health findings, and under C. the progression 
of the disease and the treatments he received at the hospital. I translate here sec¬ 
tions A. through C.: 


172 For a study of typhus during World War II and in particular in the concentration camps see Andre Weiss, 
Le typhus exanthematique pendant la deuxieme guerre mondiale en particulier dans les camps de concen¬ 
tration , Imprimerie Grivet, Geneva 1954. He lists as the more serious complications of the disease: those 
of the cardiovascular system (cardiac collapse, circulatory collapse, hypotension, cardiac arrhythmia), 
lung diseases (bronchopneumonia, lobar pneumonia), kidney and digestive system (diarrhea), plus ca¬ 
chexia, i.e. a common weight loss of 20 kg after two weeks of the disease (ibid., pp. 59-70). 
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“A. Prehistory 

Acc. to service book inoculated against smallpox and typhus. 

Family history: negative 

Diseases prior to service: measles and flue as a child. 

Diseases during service: January 1942 14 days sickbay treatment for flue. 
Progression of current disease: Became sick on Nov. 10, 1942 with high fever and 
headache. S. reported in sick and was immediately admitted to the sickbay. On 
Nov. 13, 1942 admission to the department for internal medicine at the reserve 
hospital Kattowitz due to suspected typhus. 

B. Findings 

Weight: 58.5 kg [129 lbs] Height: 164 cm [5 ft 4.5 in] 

Head and eyes: Negative. 

Ears: Negative. 

Oral cavity: Except for one molar, all teeth complete and repaired. Throat negative. 
Neck: No swollen glands. No extended thyroid. 

Chest: Symmetrical. 

Lungs: Bronchitis noises from both lobes. 

Heart: Limits proper, sound clear, activity regular. 

Limbs: Joints freely moveable. 

Nervous system: Negative. 

C. Progression of Disease 

Nov. 13, 42: High temperature, slight stupor. Clear typhus [illegible]. 

Nov. 15, 42: Still high temperature. Treatment with strophantin glucose. 

Nov. 19, 42: Still no decreased temperature, pulse somewhat soft. Increased stu¬ 
por. 

Nov. 22, 42: Still no decreased temperature. Eating difficult. 

Nov. 26, 42: Lytic temperature decrease, reduced stupor. Weil Felix Reaction for 
typhus 1:800 +. 

Dec. 1, 42: Temperature normal. No stupor anymore. Pulse easy to feel. 

Dec. 3, 42: Continued wellbeing. 

Dec. 8, 42: X-ray finding: hili compacted, lungs and heart negative. 

Dec. 12, 42: S. complains about still getting easily fatigued. Inner organs all nega¬ 
tive. Release scheduled ” 

This case was “disease number 8.” A “disease number 7,” also a typhus case among 
Auschwitz SS men, was admitted on July 22, 1942: SS Rottenfuhrer Michael Fran- 


zen. 
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Illustration 63 

Illustration 63: The Kattowitz hospital is also mentioned in the British radio in¬ 
tercepts. The above example mentions that the SS Schiitzen (privates) Adam Wi- 
tuncheck, Ludwig Hansekl and Ferdinand Brauner were admitted to the Kattowitz 
reserve hospital due to a suspected typhus infection on Jan. 16, 1943 (British Na¬ 
tional Archives, HW 16-23). 

Due to a complete camp lock-down (“Lagersperre”) imposed twice in the camps 
history - one on July 23, 1942, 173 the other on February 8, 1943 174 - the Auschwitz 
camp authorities managed to contain the epidemic. That camp lock-down meant 
that no one present inside the camp at that time was allowed to leave the camp 
- neither SS men nor any civilian workers deployed at the various construction 
projects. 

Yet the mere fact that SS men living outside the camps fences were being admit¬ 
ted to hospitals in the wider region clearly shows that there was always a risk of 
the epidemic spreading into the local or even regional population. Fortunately that 
never happened. 

For the very reason that such pathogens affect everyone indiscriminately - 
friend and foe - it is a very bad idea to use them as biological “weapons.” 




173 Standortbefehl Nr. 19/42 dated July 23, 1942. Russian War Archives, 502-1-66, p. 219. 

174 Auschwitz Museum Archives, Standort-Befehl, D-AuI-1, p. 46. 
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brink of annihilation. The 
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Breaking the Spell. The Holocaust. Myth & 

Reality. By Nicholas Kollerstrom. In 1941, 
British Intelligence analysts cracked the Ger¬ 
man “Enigma” code. Hence, in 1942 and 1943, 
encrypted radio communications between Ger¬ 
man concentration camps and the Berlin head¬ 
quarters were decrypted. The intercepted data 
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refutes the orthodox “Holocaust” narrative. It 
reveals that the Germans were desperate to re¬ 
duce the death rate in their labor camps, which 
was caused by catastrophic 
typhus epidemics. Dr. Koller¬ 
strom, a science historian, 
has taken these intercepts 
and a wide array of mostly 
unchallenged corroborating 
evidence to show that “wit¬ 
ness statements” support¬ 
ing the human gas chamber 
narrative clearly clash with 
the available scientific data. 

Kollerstrom concludes that 
the history of the Nazi “Holocaust” has been 
written by the victors with ulterior motives. It is 
distorted, exaggerated and largely wrong. With 
a foreword by Prof. Dr. James Fetzer. 5th ed., 
282 pages, b&w ill., bibl., index. (#31) 
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that the key camps have all but vanished, and 
so have any human remains; that material and 
unequivocal documentary evi¬ 
dence is absent; and that there 
are serious problems with 
survivor testimonies. Dalton 
juxtaposes the traditional 
Holocaust narrative with re¬ 
visionist challenges and then 
analyzes the mainstream’s 
responses to them. He reveals 
the weaknesses of both sides, 
while declaring revisionism 
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the winner of the current state of the 
debate. 2nd ed., 332 pages, b&w illus¬ 
trations, bibliography, index. (#32) 

The Hoax of the Twentieth Century. 

The Case against the Presumed Ex¬ 

termination of European Jewry. By 

Arthur R. Butz. The first writer to 
analyze the entire Holocaust complex 
in a precise scientific manner. This 
book exhibits the overwhelming force 
of arguments accumulated by the mid- 
1970s. Butz’s two main arguments 
are: 1. All major entities hostile to 
Germany must have known what was 
happening to the Jews under German 
authority. They acted during the war 
as if no mass slaughter was occurring. 
2. All the evidence adduced to proof 
any mass slaughter has a dual inter¬ 
pretation, while only the innocuous 
one can be proven to be correct. This 
book continues to be a major histori¬ 
cal reference work, frequently cited by 
prominent personalities. This edition 
has numerous supplements with new 
information gathered over the last 35 
years. 4th ed., 524 pages, b&w illus¬ 
trations, bibliography, index. (#7) 

Dissecting the Holocaust. The Grow¬ 

ing Critique of ‘Truth’ and ‘Memory.’ 

Edited by Germar Rudolf. Dissecting 
the Holocaust applies state-of-the-art 
scientific technique and classic meth¬ 
ods of detection to investigate the al¬ 
leged murder of millions of Jews by 
Germans during World War II. In 22 
contributions—each of some 30 pag¬ 
es—the 17 authors dissect generally 
accepted paradigms of the “Holocaust.” 
It reads as exciting as a crime novel: so 
many lies, forgeries and deceptions by 
politicians, historians and scientists 
are proven. This is the intellectual ad¬ 
venture of the 21st century. Be part of 
it! 3rd ed., ca. 630 pages, b&w illustra¬ 
tions, bibliography, index. (#1) 

The Dissolution of Eastern European 

Jewry. By Walter N. Sanning. Six Mil¬ 
lion Jews died in the Holocaust. San¬ 
ning did not take that number at face 
value, but thoroughly explored Euro¬ 
pean population developments and 
shifts mainly caused by emigration as 
well as deportations and evacuations 
conducted by both Nazis and the So¬ 
viets, among other things. The book 
is based mainly on Jewish, Zionist 
and mainstream sources. It concludes 
that a sizeable share of the Jews found 
missing during local censuses after 
the Second World War, which were 
so far counted as “Holocaust victims,” 
had either emigrated (mainly to Israel 
or the U.S.) or had been deported by 
Stalin to Siberian labor camps. 2nd 
ed., foreword by A.R. Butz, epilogue by 
Germar Rudolf containing important 


updates; 224 pages, b&w illustrations, 
bibliography (#29). 

Air Photo Evidence: World War Two 

Photos of Alleged Mass Murder Sites 

Analyzed. By Germar Rudolf (editor). 
During World War Two both German 
and Allied reconnaissance aircraft 
took countless air photos of places of 
tactical and strategic interest in Eu¬ 
rope. These photos are prime evidence 
for the investigation of the Holocaust. 
Air photos of locations like Auschwitz, 
Majdanek, Treblinka, Babi Yar etc. 
permit an insight into what did or did 
not happen there. The author has un¬ 
earthed many pertinent photos and 
has thoroughly analyzed them. This 
book is full of air photo reproductions 
and schematic drawings explaining 
them. According to the author, these 
images refute many of the atrocity 
claims made by witnesses in connec¬ 
tion with events in the German sphere 
of influence. 5th edition; with a contri¬ 
bution by Carlo Mattogno. 168 pages, 
8.5”xll”, b&w illustrations, biblio¬ 
graphy, index (#27). 

The Leuchter Reports: Critical Edi¬ 

tion . By Fred Leuchter, Robert Fauris- 
son and Germar Rudolf. Between 1988 
and 1991, U.S. expert on execution 
technologies Fred Leuchter wrote four 
detailed reports addressing whether 
the Third Reich operated homicidal 
gas chambers. The first report on 
Auschwitz and Majdanek became 
world famous. Based on chemical 
analyses and various technical argu¬ 
ments, Leuchter concluded that the 
locations investigated “could not have 
then been, or now be, utilized or seri¬ 
ously considered to function as execu¬ 
tion gas chambers.” The second report 
deals with gas-chamber claims for 
the camps Dachau, Mauthausen and 
Hartheim, while the third reviews de¬ 
sign criteria and operation procedures 
of execution gas chambers in the U.S. 
The fourth report reviews Pressac’s 
1989 tome Auschwitz. 4th ed., 252 
pages, b&w illustrations. (#16) 

The Giant with Feet of Clay: Raul Hil- 

berg and His Standard Work on the 

“Holocaust.” By Jurgen Graf. Raul Hil- 
berg’s major work The Destruction of 
European Jewry is an orthodox stan¬ 
dard work on the Holocaust. But what 
evidence does Hilberg provide to back 
his thesis that there was a German 
plan to exterminate Jews, carried out 
mainly in gas chambers? Jurgen Graf 
applies the methods of critical analy¬ 
sis to Hilberg’s evidence and examines 
the results in light of modern histori¬ 
ography. The results of Grafs critical 
analysis are devastating for Hilberg. 
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2nd, corrected edition, 139 pages, b&w 
illustrations, bibliography, index. (#3) 

Jewish Emigration from the Third 

Reich. By Ingrid Weckert. Current 
historical writings about the Third 
Reich claim state it was difficult for 
Jews to flee from Nazi persecution. 
The truth is that Jewish emigration 
was welcomed by the German authori¬ 
ties. Emigration was not some kind of 
wild flight, but rather a lawfully de¬ 
termined and regulated matter. Weck- 
ert’s booklet elucidates the emigration 
process in law and policy. She shows 
that German and Jewish authorities 
worked closely together. Jews inter¬ 
ested in emigrating received detailed 
advice and offers of help from both 
sides. 2nd ed., 130 pages, index. (#12) 

Inside the Gas Chambers: The Exter¬ 

mination of Mainstream Holocaust 
Historiography. By Carlo Mattogno. 
Neither increased media propaganda 
or political pressure nor judicial perse¬ 
cution can stifle revisionism. Hence, in 
early 2011, the Holocaust Orthodoxy 
published a 400 pp. book (in German) 
claiming to refute “revisionist propa¬ 
ganda,” trying again to prove “once 
and for ah” that there were homicidal 
gas chambers at the camps of Dachau, 
Natzweiler, Sachsenhausen, Mau¬ 
thausen, Ravensbriick, Neuengamme, 
Stutthof... you name them. Mattogno 
shows with his detailed analysis of 
this work of propaganda that main¬ 
stream Holocaust hagiography is beat¬ 
ing around the bush rather than ad¬ 
dressing revisionist research results. 
He exposes their myths, distortions 
and lies. 2nd ed., 280 pages, b&w il¬ 
lustrations, bibliography, index. (#25) 

SECTION TWO: 

Specific non-Auschwitz Studies 

Treblinka: Extermination Camp or 

Transit Camp? By Carlo Mattogno and 
Jurgen Graf. It is alleged that at Treb- 
linka in East Poland between 700,000 
and 3,000,000 persons were murdered 
in 1942 and 1943. The weapons used 
were said to have been stationary and/ 
or mobile gas chambers, fast-acting or 
slow-acting poison gas, unslaked lime, 
superheated steam, electricity, diesel 
exhaust fumes etc. Holocaust histori¬ 
ans alleged that bodies were piled as 
high as multi-storied buildings and 
burned without a trace, using little 
or no fuel at all. Graf and Mattogno 
have now analyzed the origins, logic 
and technical feasibility of the official 
version of Treblinka. On the basis of 
numerous documents they reveal Tre- 
blinka’s true identity as a mere transit 
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camp. 2nd ed., 372 pages, b&w illus¬ 
trations, bibliography, index. (#8) 

Belzec in Propaganda. Testimonies. 

Archeological Research and History. 

By Carlo Mattogno. Witnesses re¬ 
port that between 600,000 and 3 mil¬ 
lion Jews were murdered in the Bel¬ 
zec camp, located in Poland. Various 
murder weapons are claimed to have 
been used: diesel gas; unslaked lime 
in trains; high voltage; vacuum cham¬ 
bers; etc. The corpses were incinerated 
on huge pyres without leaving a trace. 
For those who know the stories about 
Treblinka this sounds familiar. Thus 
the author has restricted this study to 
the aspects which are new compared 
to Treblinka. In contrast to Treblin- 
ka, forensic drillings and excavations 
were performed at Belzec, the results 
of which are critically reviewed. 142 
pages, b&w illustrations, bibliography, 
index. (#9) 

Sobibor: Holocaust Propaganda and 

Reality. By Jurgen Graf, Thomas Kues 
and Carlo Mattogno. Between 25,000 
and 2 million Jews are said to have 
been killed in gas chambers in the 
Sobibor camp in Poland. The corpses 
were allegedly buried in mass graves 
and later incinerated on pyres. This 
book investigates these claims and 
shows that they are based on the se¬ 
lective use of contradictory eyewitness 
testimony. Archeological surveys of 
the camp in 2000-2001 are analyzed, 
with fatal results for the extermina¬ 
tion camp hypothesis. The book also 
documents the general National So¬ 
cialist policy toward Jews, which 
never included a genocidal “final so¬ 
lution.” 442 pages, b&w illustrations, 
bibliography, index. (#19) 

The “Extermination Camps” of “Ak- 

tion Reinhardt By Jurgen Graf, 
Thomas Kues and Carlo Mattogno. In 
late 2011, several members of the ex- 
terminationist Holocaust Controver¬ 
sies blog posted a study online which 
claims to refute three of our authors’ 
monographs on the camps Belzec, 
Sobibor and Treblinka (see previ¬ 
ous three entries). This tome is their 
point-by-point response, which makes 
“mincemeat” out of the bloggers’ at¬ 
tempt at refutation. Caution: 

The two volumes of this work are 
an intellectual overkill for most 
people. They are recommended 
only for collectors, connoisseurs 
and professionals. These two 
books require familiarity with 
the above-mentioned books, of 
which they are a comprehensive 
update and expansion. 2nd ed., 
two volumes, total of 1396 pages, 
illustrations, bibliography. (#28) 
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Chelmno: A Camp in History & Propa¬ 

ganda. By Carlo Mattogno. At Chelm¬ 
no, huge masses of Jewish prisoners 
are said to have been gassed in “gas 
vans” or shot (claims vary from 10,000 
to 1.3 million victims). This study cov¬ 
ers the subject from every angle, un¬ 
dermining the orthodox claims about 
the camp with an overwhelmingly ef¬ 
fective body of evidence. Eyewitness 
statements, gas wagons as extermina¬ 
tion weapons, forensics reports and 
excavations, German documents—all 
come under Mattogno’s scrutiny. Here 
are the uncensored facts about Chelm¬ 
no, not the propaganda. 2nd ed., 188 
pages, indexed, illustrated, bibliogra¬ 
phy. (#23) 

The Gas Vans: A Critical Investiga¬ 

tion. By Santiago Alvarez and Pierre 
Marais. It is alleged that the Nazis 
used mobile gas chambers to extermi¬ 
nate 700,000 people. Up until 2011, no 
thorough monograph had appeared on 
the topic. Santiago Alvarez has rem¬ 
edied the situation. Are witness state¬ 
ments reliable? Are documents genu¬ 
ine? Where are the murder weapons? 
Could they have operated as claimed? 
Where are the corpses? In order to get 
to the truth of the matter, Alvarez has 
scrutinized all known wartime docu¬ 
ments and photos about this topic; he 
has analyzed a huge amount of wit¬ 
ness statements as published in the 
literature and as presented in more 
than 30 trials held over the decades 
in Germany, Poland and Israel; and 
he has examined the claims made in 
the pertinent mainstream literature. 
The result of his research is mind-bog¬ 
gling. Note: This book and Mattogno’s 
book on Chelmno were edited in par¬ 
allel to make sure they are consistent 
and not repetitive. 398 pages, b&w il¬ 
lustrations, bibliography, index. (#26) 

The Einsatzgruppen in the Occupied 

Eastern Territories: Genesis. Mis¬ 

sions and Actions. By C. Mattogno. 
Before invading the Soviet Union, 
the German authorities set up special 
units meant to secure the area behind 
the German front. Orthodox histo¬ 
rians claim that these unites called 
Einsatzgruppen primarily engaged 
in rounding up and mass-murdering 
Jews. This study sheds a critical light 
into this topic by reviewing all the 
pertinent sources as well as mate¬ 
rial traces. It reveals on the one hand 
that original war-time documents do 
not fully support the orthodox geno- 
cidal narrative, and on the other that 
most post-“liberation” sources such as 
testimonies and forensic reports are 
steeped in Soviet atrocity propaganda 
and are thus utterly unreliable. In ad¬ 
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dition, material traces of the claimed 
massacres are rare due to an attitude 
of collusion by governments and Jew¬ 
ish lobby groups. 830 pp., b&w illu¬ 
strations, bibliography, index. (#39) 

Concentration Camp Majdanek. A 

Historical and Technical Study. By 

Carlo Mattogno and Jurgen Graf. At 
war’s end, the Soviets claimed that up 
to two million Jews were murdered 
at the Majdanek Camp in seven gas 
chambers. Over the decades, how¬ 
ever, the Majdanek Museum reduced 
the death toll three times to currently 
78,000, and admitted that there were 
“only” two gas chambers. By exhaus¬ 
tively researching primary sources, 
the authors expertly dissect and repu¬ 
diate the myth of homicidal gas cham¬ 
bers at that camp. They also criti¬ 
cally investigated the legend of mass 
executions of Jews in tank trenches 
and prove them groundless. Again 
they have produced a standard work 
of methodical investigation which au¬ 
thentic historiography cannot ignore. 
3rd ed., 358 pages, b&w illustrations, 
bibliography, index. (#5) 

Concentration Camp Stutthof and Its 

Function in National Socialist Jewish 

Policy. By Carlo Mattogno and Jurgen 
Graf. Orthodox historians claim that 
the Stutthof Camp served as a “make¬ 
shift” extermination camp in 1944. 
Based mainly on archival resources, 
this study thoroughly debunks this 
view and shows that Stutthof was in 
fact a center for the organization of 
German forced labor toward the end of 
World War II. 4th ed., 170 pages, b&w 
illustrations, bibliography, index. (#4) 

SECTION THREE: 

Auschwitz Studies 

The Making of the Auschwitz Myth: 

Auschwitz in British Intercepts. Pol¬ 

ish Underground Reports and Post¬ 
war Testimonies (1941-1947). By 

Carlo Mattogno. Using messages sent 
by the Polish underground to Lon¬ 
don, SS radio messages send to and 
from Auschwitz that were intercepted 
and decrypted by the British, and a 
plethora of witness statements made 
during the war and in the immediate 
postwar period, the author shows how 
exactly the myth of mass murder in 
Auschwitz gas chambers was created, 
and how it was turned subsequently 
into “history” by intellectually corrupt 
scholars who cherry-picked claims 
that fit into their agenda and ignored 
or actively covered up literally thou¬ 
sands of lies of “witnesses” to make 
their narrative look credible. Ca. 300 
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pp., b&w illustrations, bibliography, 
index. (Scheduled for mid-2020; #41) 

The Real Case of Auschwitz: Robert 

van Pelt's Evidence from the Irving 

Trial Critically Reviewed. By Carlo 
Mattogno. Prof. Robert van Pelt is 
considered one of the best mainstream 
experts on Auschwitz. He became fa¬ 
mous when appearing as an expert 
during the London libel trial of Da¬ 
vid Irving against Deborah Lipstadt. 
From it resulted a book titled The 
Case for Auschwitz, in which van Pelt 
laid out his case for the existence of 
homicidal gas chambers at that camp. 
This book is a scholarly response to 
Prof, van Pelt—and Jean-Claude 
Pressac, upon whose books van Pelt’s 
study is largely based. Mattogno lists 
all the evidence van Pelt adduces, and 
shows one by one that van Pelt mis¬ 
represented and misinterpreted each 
single one of them. This is a book of 
prime political and scholarly impor¬ 
tance to those looking for the truth 
about Auschwitz. 3rd ed., 692 pages, 
b&w illustrations, glossary, bibliogra¬ 
phy, index. (#22) 

Auschwitz: Plain Facts: A Response 

to Jean-Claude Pressac. Edited by 
Germar Rudolf, with contributions 
by Serge Thion, Robert Faurisson 
and Carlo Mattogno. French phar¬ 
macist Jean-Claude Pressac tried to 
refute revisionist findings with the 
“technical” method. For this he was 
praised by the mainstream, and they 
proclaimed victory over the “revision¬ 
ists.” In his book, Pressac’s works and 
claims are shown to be unscientific 
in nature, as he never substantiate 
what he claims, and historically false, 
because he systematically misrepre¬ 
sents, misinterprets and misunder¬ 
stands German wartime documents. 
2nd ed., 226 pages, b&w illustrations, 
glossary bibliography, index. (#14) 

Auschwitz: Technique and Operation 

of the Gas Chambers: An Introduc¬ 

tion and Update. By Germar Rudolf. 
Pressac’s 1989 oversize book of the 
same title was a trail blazer. Its many 
document reproductions are still valu¬ 
able, but after decades of additional 
research, Pressac’s annotations are 
outdated. This book summarizes the 
most pertinent research results on 
Auschwitz gained during the past 30 
years. With many references to Pres¬ 
sac’s epic tome, it serves as an update 
and correction to it, whether you own 
an original hard copy of it, read it 
online, borrow it from a library, pur¬ 
chase a reprint, or are just interested 
in such a summary in general. 144 
pages, b&w illustrations, bibliogra¬ 
phy. (#42) 
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The Chemistry of Auschwitz: The 

Technology and Toxicology of Zvklon 

B and the Gas Chambers - A Crime 

Scene Investigation. By Germar Ru¬ 
dolf. This study documents forensic 
research on Auschwitz, where mate¬ 
rial traces and their interpretation 
reign supreme. Most of the claimed 
crime scenes — the claimed homicidal 
gas chambers - are still accessible to 
forensic examination to some degree. 
This book addresses questions such 
as: What did these gas chambers look 
like? How did they operate? In addi¬ 
tion, the infamous Zyklon B can also 
be examined. What exactly was it? 
How does it kill? Does it leave traces 
in masonry that can be found still 
today? The author also discusses in 
depth similar forensic research con- 
cuted by other authors. 3rd ed., 442 
pages, more than 120 color and almost 
100 b&w illustrations, bibliography, 
index. (#2) 

Auschwitz Lies: Legends. Lies and 

Prejudices on the Holocaust By C. 

Mattogno and G. Rudolf. The falla¬ 
cious research and alleged “refuta¬ 
tion” of Revisionist scholars by French 
biochemist G. Wellers (attacking 
Leuchter’s famous report), Polish 
chemist Dr. J. Markiewicz and U.S. 
chemist Dr. Richard Green (taking on 
Rudolfs chemical research), Dr. John 
Zimmerman (tackling Mattogno on 
cremation issues), Michael Shermer 
and Alex Grobman (trying to prove it 
all), as well as researchers Keren, Mc¬ 
Carthy and Mazal (how turned cracks 
into architectural features), are ex¬ 
posed for what they are: blatant and 
easily exposed political lies created to 
ostracize dissident historians. 3rd ed., 
398 pages, b&w illustrations, index. 
(#18) 

Auschwitz: The Central Construction 

Office. By C. Mattogno. Based upon 
mostly unpublished German wartime 
documents, this study describes the 
history, organization, tasks and pro¬ 
cedures of the one office which was 
responsible for the planning and con¬ 
struction of the Auschwitz camp com¬ 
plex, including the crematories which 
are said to have contained the “gas 
chambers.” 2nd ed., 188 pages, b&w 
illustrations, glossary, index. (#13) 

Garrison and Headquarters Orders of 

the Auschwitz Camp. By C. Mattogno. 
A large number of all the orders ever 
issued by the various commanders of 
the infamous Auschwitz camp have 
been preserved. They reveal the true 
nature of the camp with all its daily 
events. There is not a trace in these 
orders pointing at anything sinister 
going on in this camp. Quite to the 
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contrary, many orders are in clear 
and insurmountable contradiction 
to claims that prisoners were mass 
murdered. This is a selection of the 
most pertinent of these orders to¬ 
gether with comments putting them 
into their proper historical context. 
(Scheduled for late 2020; #34) 

Special Treatment in Auschwitz: 

Origin and Meaning of a Term. By C. 

Mattogno. When appearing in Ger¬ 
man wartime documents, terms like 
“special treatment,” “special action,” 
and others have been interpreted as 
code words for mass murder. But that 
is not always true. This study focuses 
on documents about Auschwitz, show¬ 
ing that, while “special” had many 
different meanings, not a single one 
meant “execution.” Hence the prac¬ 
tice of deciphering an alleged “code 
language” by assigning homicidal 
meaning to harmless documents — a 
key component of mainstream histori¬ 
ography — is untenable. 2nd ed., 166 
pages, b&w illustrations, bibliogra¬ 
phy, index. (#10) 

Healthcare at Auschwitz. By C. Mat¬ 
togno. In extension of the above study 
on Special Treatment in Auschwitz, 
this study proves the extent to which 
the German authorities at Auschwitz 
tried to provide health care for the 
inmates. Part 1 of this book analyzes 
the inmates’ living conditions and the 
various sanitary and medical mea¬ 
sures implemented. Part 2 explores 
what happened to registered inmates 
who were “selected” or subject to “spe¬ 
cial treatment” while disabled or sick. 
This study shows that a lot was tried 
to cure these inmates, especially un¬ 
der the aegis of Garrison Physician 
Dr. Wirths. Part 3 is dedicated to Dr. 
this very Wirths. His reality refutes 
the current stereotype of SS officers. 
398 pages, b&w illustrations, biblio¬ 
graphy, index. (#33) 

Debunking the Bunkers of Auschwitz: 

Black Propaganda vs. History. By 

Carlo Mattogno. The bunkers at Aus¬ 
chwitz, two former farmhouses just 
outside the camp’s perimeter, are 
claimed to have been the first homi¬ 
cidal gas chambers at Auschwitz spe¬ 
cifically equipped for this purpose. 
With the help of original German 
wartime files as well as revealing air 
photos taken by Allied reconnaissance 
aircraft in 1944, this study shows 
that these homicidal “bunkers” never 
existed, how the rumors about them 
evolved as black propaganda created 
by resistance groups in the camp, and 
how this propaganda was transformed 
into a false reality. 2nd ed., 292 pages, 
b&w ill., bibliography, index. (#11) 
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Auschwitz: The First Gassing. Ru¬ 

mor and Reality. By C. Mattogno. The 
first gassing in Auschwitz is claimed 
to have occurred on Sept. 3, 1941, in 
a basement room. The accounts re¬ 
porting it are the archetypes for all 
later gassing accounts. This study 
analyzes all available sources about 
this alleged event. It shows that these 
sources contradict each other in loca¬ 
tion, date, victims etc, rendering it im¬ 
possible to extract a consistent story. 
Original wartime documents inflict 
a final blow to this legend and prove 
without a shadow of a doubt that this 
legendary event never happened. 3rd 
ed., 190 pages, b&w illustrations, bib¬ 
liography, index. (#20) 

Auschwitz: Crematorium I and the 

Alleged Homicidal Gassings. By C. 

Mattogno. The morgue of Cremato¬ 
rium I in Auschwitz is said to be the 
first homicidal gas chamber there. 
This study investigates all statements 
by witnesses and analyzes hundreds 
of wartime documents to accurately 
write a history of that building. Where 
witnesses speak of gassings, they are 
either very vague or, if specific, con¬ 
tradict one another and are refuted 
by documented and material facts. 
The author also exposes the fraudu¬ 
lent attempts of mainstream histo¬ 
rians to convert the witnesses’ black 
propaganda into “truth” by means of 
selective quotes, omissions, and dis¬ 
tortions. Mattogno proves that this 
building’s morgue was never a homi¬ 
cidal gas chamber, nor could it have 
worked as such. 2nd ed., 152 pages, 
b&w illustrations, bibliography, in¬ 
dex. (#21) 

Auschwitz: Open Air Incinerations. 

By C. Mattogno. In spring and sum¬ 
mer of 1944, 400,000 Hungarian Jews 
were deported to Auschwitz and alleg¬ 
edly murdered there in gas chambers. 
The Auschwitz crematoria are said 
to have been unable to cope with so 
many corpses. Therefore, every single 
day thousands of corpses are claimed 
to have been incinerated on huge 
pyres lit in deep trenches. The sky 
over Auschwitz was covered in thick 
smoke. This is what some witnesses 
want us to believe. This book examines 
the many testimonies regarding these 
incinerations and establishes whether 
these claims were even possible. Using 
air photos, physical evidence and war¬ 
time documents, the author shows that 
these claims are fiction. A new Appen¬ 
dix contains 3 papers on groundwater 
levels and cattle mass burnings. 2nd 
ed., 202 pages, b&w illustrations, bibli¬ 
ography, index. (#17) 
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The Cremation Furnaces of Ausch¬ 

witz. By Carlo Mattogno & Franco 
Deana. An exhaustive study of the 
history and technology of cremation 
in general and of the cremation fur¬ 
naces of Auschwitz in particular. On 
a vast base of technical literature, 
extant wartime documents and mate¬ 
rial traces, the authors can establish 
the true nature and capacity of the 
Auschwitz cremation furnaces. They 
show that these devices were inferior 
make-shift versions of what was usu¬ 
ally produced, and that their capacity 
to cremate corpses was lower than 
normal, too. 3 vols., 1198 pages, b&w 
and color illustrations (vols 2 & 3), 
bibliography, index, glossary. (#24) 

Curated Lies: The Auschwitz Muse¬ 

um's Misrepresentations. Distortions 
and Deceptions. By Carlo Mattogno. 
Revisionist research results have put 
the Polish Auschwitz Museum under 
pressure to answer this challenge. 
They’ve answered. This book analyz¬ 
es their answer and reveals the ap¬ 
pallingly mendacious attitude of the 
Auschwitz Museum authorities when 
presenting documents from their ar¬ 
chives. 248 pages, b&w illustrations, 
bibliography, index. (#38) 

Deliveries of Coke. Wood and Zvklon 

B to Auschwitz: Neither Proof Nor 

Trace for the Holocaust. By Carlo 
Mattogno. Researchers from the Aus¬ 
chwitz Museum tried to prove the re¬ 
ality of mass extermination by point¬ 
ing to documents about deliveries of 
wood and coke as well as Zyklon B to 
the Auschwitz Camp. 

If put into the actual 
historical and techni¬ 
cal context, however, 
these documents 
prove the exact op¬ 
posite of what these 
orthodox researchers 
claim. Ca. 250 pages, 
b&w illust., bibl., in¬ 
dex. (Scheduled for 
2021; #40) 

SECTION FOUR: 

Witness Critique 

Holocaust High Priest: Elie Wiesel. 

Ni ght, the Memory Cult and the 

Rise of Revisionism. By Warren B. 
Routledge. The first unauthorized 
biography of Wiesel exposes both his 
personal deceits and the whole myth 
of “the six million.” It shows how Zi¬ 



onist control has allowed Wiesel and 
his fellow extremists to force leaders 
of many nations, the U.N. and even 
popes to genuflect before Wiesel as 
symbolic acts of subordination to 
World Jewry, while at the same time 
forcing school children to submit to 
Holocaust brainwashing. 468 pages, 
b&w illust., bibliography, index. (#30) 

Auschwitz: Eyewitness Reports and 

Perpetrator Confessions. By Jur¬ 
gen Graf. The traditional narrative 
of what transpired at the infamous 
Auschwitz Camp during WWII rests 
almost exclusively on witness testi¬ 
mony. This study critically scrutinizes 
the 30 most important of them by 
checking them for internal coherence, 
and by comparing them with one an¬ 
other as well as with other evidence 
such as wartime documents, air pho¬ 
tos, forensic research results, and ma¬ 
terial traces. The result is devastat¬ 
ing for the traditional narrative. 372 
pages, b&w illust., bibl., index. (#36) 

Commandant of Auschwitz: Rudolf 

Hoss. His Torture and His Forced 

Confessions. By Carlo Mattogno & 
Rudolf Hoss. From 1940 to 1943, Ru¬ 
dolf Hoss was the commandant of the 
infamous Auschwitz Camp. After the 
war, he was captured by the British. 
In the following 13 months until his 
execution, he made 85 depositions of 
various kinds in which he confessed 
his involvement in the “Holocaust.” 
This study first reveals how the Brit¬ 
ish tortured him to extract various 
“confessions.” Next, all of Hoss’s de¬ 
positions are analyzed by checking his 
claims for internal consistency and 
comparing them with established his¬ 
torical facts. The results are eye-open¬ 
ing... 402 pages, b&w illustrations, 
bibliography, index. (#35) 

An Auschwitz Doctor's Eyewitness Ac¬ 

count: The Tall Tales of Dr. Mengele’s 
Assistant Analyzed. By Miklos Nyiszli 
& Carlo Mattogno. Nyiszli, a Hungar¬ 
ian physician, ended up at Auschwitz 
in 1944 as Dr. Mengele’s assistant. Af¬ 
ter the war he wrote a book and sev¬ 
eral other writings describing what he 
claimed to have experienced. To this 
day some traditional historians take 
his accounts seriously, while others 
reject them as grotesque lies and ex¬ 
aggerations. This study presents and 
analyzes Nyiszli’s writings and skill¬ 
fully separates truth from fabulous 
fabrication. 484 pages, b&w illustra- 
tions, bibliography, index. (#37) 
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Books by and from Castle Hill Publishers 

Below please find some of the books published or distributed by Castle Hill Publishers in the United 
Kingdom. For our current and complete range of products visit our web store at shop.codoh.com. 

Thomas Dalton, The Holocaust: An Introduction 

The Holocaust was perhaps the greatest crime of the 20th century. Six million Jews, 
we are told, died by gassing, shooting, and deprivation. But: Where did the six million 
figure come from? How, exactly, did the gas chambers work? Why do we have so little 
physical evidence from major death camps? Why haven’t we found even a fraction of the 
six million bodies, or their ashes? Why has there been so much media suppression and 
governmental censorship on this topic? In a sense, the Holocaust is the greatest murder 
mystery in history. It is a topic of greatest importance for the present day. Let’s explore 
the evidence, and see where it leads. 128 pp. pb, 5”x8”, ill., bibl., index 

Carlo Mattogno, Auschwitz: A Three-Quarter Century of 

Propaganda: Origins , Development and Decline of the “Gas Chamber” Propaganda Lie 

During the war, wild rumors were circulating about Auschwitz: that the Germans were 
testing new war gases; that inmates were murdered in electrocution chambers, with 
gas showers or pneumatic hammer systems; that living people were sent on conveyor 
belts directly into cremation furnaces; that oils, grease and soap were made of the mass- 
murder victims. Nothing of it was true. When the Soviets captured Auschwitz in early 
1945, they reported that 4 million inmates were killed on electrocution conveyor belts 
discharging their load directly into furnaces. That wasn’t true either. After the war, “wit¬ 
nesses” and “experts” repeated these things and added more fantasies: mass murder with 
gas bombs, gas chambers made of canvas; carts driving living people into furnaces; that 
the crematoria of Auschwitz could have cremated 400 million victims... Again, none of 
it was true. This book gives an overview of the many rumors, myths and lies about Aus¬ 
chwitz which mainstream historians today reject as untrue. It then explains by which 
ridiculous methods some claims about Auschwitz were accepted as true and turned into “history,” although 
they are just as untrue. 125 pp . p b, 5”x8”, ill., bibl., index, b&w ill. 

Wilhelm Staglich, Auschwitz: A Judge Looks at the Evidence 

Auschwitz is the epicenter of the Holocaust, where more people are said to have been 
murdered than anywhere else. At this detention camp the industrialized Nazi mass 
murder is said to have reached its demonic pinnacle. This narrative is based on a wide 
range of evidence, the most important of which was presented during two trials: the 
International Military Tribunal of 1945/46, and the German Auschwitz Trial of 1963- 
1965 in Frankfurt. 

The late Wilhelm Staglich, until the mid-1970s a German judge, has so far been the only 
legal expert to critically analyze this evidence. His research reveals the incredibly scan¬ 
dalous way in which the Allied victors and later the German judicial authorities bent 
and broke the law in order to come to politically foregone conclusions. Staglich also 
exposes the shockingly superficial way in which historians are dealing with the many 
incongruities and discrepancies of the historical record. 

3rd edition 2015,422 pp. pb, 6“x9“, b&w ill. 

Gerard Menuhin: Tell the Truth & Shame the Devil 

A prominent Jew from a famous family says the “Holocaust” is a wartime propaganda 
myth which has turned into an extortion racket. Far from bearing the sole guilt for start¬ 
ing WWII as alleged at Nuremberg (for which many of the surviving German leaders 
were hanged) Germany is mostly innocent in this respect and made numerous attempts 
to avoid and later to end the confrontation. During the 1930s Germany was confronted 
by a powerful Jewish-dominated world plutocracy out to destroy it... Yes, a prominent 
Jew says all this. Accept it or reject it, but be sure to read it and judge for yourself! 

The author is the son of the great American-born violinist Yehudi Menuhin, who, 
though from a long line of rabbinical ancestors, fiercely criticized the foreign policy of 
the state of Israel and its repression of the Palestinians in the Holy Land. 

4th edition 2017,432 pp. pb, 6”x9”, b&w ill. 

For prices and availability see www.shop.codoh.com or write to: CHP, PO Box 243, Uckfield, TN22 9AW, UK 




















Robert H. Countess, Christian Lindtner, Germar Rudolf (eds.), 

Exactitude: Festschrift for Prof Dr. Robert Faurisson 

On January 25, 1929, a man was born who probably deserves the title of the most cou¬ 
rageous intellectual of the 20th century and the beginning of the 21st century: Robert 
Faurisson. With bravery and steadfastness, he challenged the dark forces of historical 
and political fraud with his unrelenting exposure of their lies and hoaxes surrounding 
the orthodox Holocaust narrative. This book describes and celebrates the man, who 
passed away on October 21, 2018, and his work dedicated to accuracy and marked by 
insubmission. 

146 pp. pb, 6”x9”, b&w ill. 

Cyrus Cox, Auschwitz - Forensically Examined 

It is amazing what modern forensic crime-scene investigations can find out. This is also 
true for the Holocaust. There are many big tomes about this, such as Rudolf s 400+ page 
book on the Chemistry of Auschwitz, or Mattognos 1200-page work on the crematoria of 
Auschwitz. But who reads those doorstops? Here is a booklet that condenses the most- 
important findings of Auschwitz forensics into a nutshell, quick and easy to read. In the 
first section, the forensic investigations conducted so far are reviewed. In the second 
section, the most-important results of these studies are summarized, making them ac¬ 
cessible to everyone. The main arguments focus on two topics. The first centers around 
the poison allegedly used at Auschwitz for mass murder: Zyklon B. Did it leave any 
traces in masonry where it was used? Can it be detected to this day? The second topic 
deals with mass cremations. Did the crematoria of Auschwitz have the claimed huge 
capacity claimed for them? Do air photos taken during the war confirm witness statements on huge smoking 
pyres? Find the answers to these questions in this booklet, together with many references to source material 
and further reading. The third section reports on how the establishment has reacted to these research results. 

124 pp. pb., 5 w x8“, b&w ill., bibl., index 

Steffen Werner, The Second Babylonian Captivity: The Fate of the Jews in Eastern 
Europe since 1941 

“But if they were not murdered, where did the six million deported Jews end up?” This is 
a standard objection to the revisionist thesis that the Jews were not killed in extermina¬ 
tion camps. It demands a well-founded response. While researching an entirely different 
topic, Steffen Werner accidentally stumbled upon the most-peculiar demographic data 
of Byelorussia. Years of research subsequently revealed more and more evidence which 
eventually allowed him to substantiate a breathtaking and sensational proposition: The 
Third Reich did indeed deport many of the Jews of Europe to Eastern Europe in order 
to settle them there “in the swamp.” This book, first published in German in 1990, was 
the first well-founded work showing what really happened to the Jews deported to the 
East by the National Socialists, how they have fared since, and who, what and where they 
are “now” (1990). It provides context and purpose for hitherto-obscure and seemingly 
arbitrary historical events and quite obviates all need for paranormal events such as genocide, gas chambers, 
and all their attendant horrifies. With a preface by Germar Rudolf with references to more-recent research 
results in this field of study confirming Werner s thesis. 

190 pp. pb, 6”x9”, b&w ill., bibl., index 

Germar Rudolf, Holocaust Skepticism: 20 Questions and Answers about Holocaust 
Revisionism 

This 15-page brochure introduces the novice to the concept of Holocaust revisionism, 
and answers 20 tough questions, among them: What does Holocaust revisionism claim? 

Why should I take Holocaust revisionism more seriously than the claim that the earth 
is flat? How about the testimonies by survivors and confessions by perpetrators? What 
about the pictures of corpse piles in the camps? Why does it matter how many Jews were 
killed by the Nazis, since even 1,000 would have been too many? ... Glossy full-color 
brochure. PDF file free of charge available at www.HolocaustHandbooks.com, Option 
“Promotion” . This item is not copyright-protected. Hence, you can do with it whatever 
you want: download, post, email, print, multiply, hand out, sell... 

15 pp., stapled, 8.5“xll“, full-color throughout 
For prices and availability see www.shop.codoh.com or write to: CHP, PO Box 243, Uckfield, TN22 9AW, UK 
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Germar Rudolf, Bungled: “Denying the Holocaust” How Deborah Li\ 

Her Attempt to Demonstrate the Growing Assault on Truth and Memory 

With her book Denying the Holocaust, Deborah Lipstadt tried to show the flawed 
methods and extremist motives of “Holocaust deniers.” This book demonstrates that 
Dr. Lipstadt clearly has neither understood the principles of science and scholarship, 
nor has she any clue about the historical topics she is writing about. She misquotes, 
mistranslates, misrepresents, misinterprets, and makes a plethora of wild claims with¬ 
out backing them up with anything. Rather than dealing thoroughly with factual argu¬ 
ments, Lipstadt’s book is full of ad hominem attacks on her opponents. It is an exercise 
in anti-intellectual pseudo-scientific arguments, an exhibition of ideological radicalism 
that rejects anything which contradicts its preset conclusions. F for FAIL 
2nd ed., 224 pp. pb, 5“x8“, bibl., index, b&w ill. 

Carolus Magnus, Bungled: “Denying History”. How Michael Shermer and Alex 
Grobman Botched Their Attempt to Refute Those Who Say the Holocaust Never Happened 

Skeptic Magazine editor Michael Shermer and Alex Grobman from the Simon Wiesen- 
thal Center wrote a book in 2000 which they claim is “a thorough and thoughtful answer 
to all the claims of the Holocaust deniers.” In 2009, a new “updated” edition appeared 
with the same ambitious goal. In the meantime, revisionists had published some 10,000 
pages of archival and forensic research results. Would their updated edition indeed an¬ 
swer all the revisionist claims? In fact, Shermer and Grobman completely ignored the 
vast amount of recent scholarly studies and piled up a heap of falsifications, contortions, 
omissions, and fallacious interpretations of the evidence. Finally, what the authors claim 
to have demolished is not revisionism but a ridiculous parody of it. They ignored the 
known unreliability of their cherry-picked selection of evidence, utilizing unverified 
and incestuous sources, and obscuring the massive body of research and all the evidence 
that dooms their project to failure. F for FAIL 

162 pp. pb, 5“x8“, bibl., index, b&w ill. 

Carolus Magnus, Bungled: “Debunking Holocaust Denial Theories”. How James 
and Lance Morcan Botched Their Attempt to Affirm the Historicity of the Nazi Genocide 

The novelists and movie-makers James and Lance Morcan have produced a book “to 
end [Holocaust] denial once and for all.” To do this, “no stone was left unturned” to 
verify historical assertions by presenting “a wide array of sources” meant “to shut down 
the debate deniers wish to create. One by one, the various arguments Holocaust deniers 
use to try to discredit wartime records are carefully scrutinized and then systemati¬ 
cally disproven.” Its a lie. First, the Morcans completely ignored the vast amount of re¬ 
cent scholarly studies published by revisionists; they didn’t even identify them. Instead, 
they engaged in shadowboxing, creating some imaginary, bogus “revisionist” scarecrow 
which they then tore to pieces. In addition, their knowledge even of their own side’s 
source material was dismal, and the way they backed up their misleading or false claims 
was pitifully inadequate. F for FAIL. 

144 pp. pb, 5“x8“, bibl., index, b&w ill. 

Joachim Hoffmann, Stalin's War of Extermination 1941-1945 

A German government historian documents Stalin’s murderous war against the Ger¬ 
man army and the German people. Based on the author’s lifelong study of German and 
Russian military records, this book reveals the Red Army’s grisly record of atrocities 
against soldiers and civilians, as ordered by Stalin. Since the 1920s, Stalin planned to 
invade Western Europe to initiate the “World Revolution.” He prepared an attack which 
was unparalleled in history. The Germans noticed Stalin’s aggressive intentions, but they 
underestimated the strength of the Red Army. What unfolded was the most-cruel war 
in history. This book shows how Stalin and his Bolshevik henchman used unimaginable 
violence and atrocities to break any resistance in the Red Army and to force their un¬ 
willing soldiers to fight against the Germans. The book explains how Soviet propagan¬ 
dists incited their soldiers to unlimited hatred against everything German, and he gives 
the reader a short but extremely unpleasant glimpse into what happened when these Soviet soldiers finally 
reached German soil in 1945: A gigantic wave of looting, arson, rape, torture, and mass murder... 

428 pp. pb, 6“x9“, bibl., index, b&w ill. 

For prices and availability see www.shop.codoh.com or write to: CHP, PO Box 243, Uckfield, TN22 9AW, UK 
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Udo Walendy, Who Started World War II: Truth for a War-Torn World 

For seven decades, mainstream historians have insisted that Germany was the main, 
if not the sole culprit for unleashing World War II in Europe. In the present book this 
myth is refuted. There is available to the public today a great number of documents on 
the foreign policies of the Great Powers before September 1939 as well as a wealth of 
literature in the form of memoirs of the persons directly involved in the decisions that 
led to the outbreak of World War II. Together, they made possible Walendy s present 
mosaic-like reconstruction of the events before the outbreak of the war in 1939. This 
book has been published only after an intensive study of sources, taking the greatest 
care to minimize speculation and inference. The present edition has been translated 
completely anew from the German original and has been slightly revised. 

500 pp. pb, 6”x9”, index, bibl., b&w ill. 

Germar Rudolf: Resistance is Obligatory! 

In 2005 Rudolf, a peaceful dissident and publisher of revisionist literature, was kid¬ 
napped by the U.S. government and deported to Germany. There the local lackey regime 
staged a show trial against him for his historical writings. Rudolf was not permitted to 
defend his historical opinions, as the German penal law prohibits this. Yet he defended 
himself anyway: 7 days long Rudolf held a speech in the court room, during which he 
proved systematically that only the revisionists are scholarly in their attitude, whereas 
the Holocaust orthodoxy is merely pseudo-scientific. He then explained in detail why it 
is everyone’s obligation to resist, without violence, a government which throws peaceful 
dissident into dungeons. When Rudolf tried to publish his public defence speech as a 
book from his prison cell, the public prosecutor initiated a new criminal investigation 
against him. After his probation time ended in 2011, he dared publish this speech any¬ 
way. .. 

_2nd ed. 2016, 378 pp. pb, 6“x9“, b&w ill._ 

Germar Rudolf, Hunting Germar Rudolf: Essays on a Modern-Day Witch Hunt 

German-born revisionist activist, author and publisher Germar Rudolf describes which events made him con¬ 
vert from a Holocaust believer to a Holocaust skeptic, quickly rising to a leading person¬ 
ality within the revisionist movement. This in turn unleashed a tsunami of persecution I 
against him: loss of his job, denied PhD exam, destruction of his family, driven into 
exile, slandered by the mass media, literally hunted, caught, put on a show trial where 
filing motions to introduce evidence is illegal under the threat of further proseuction, 
and finally locked up in prison for years for nothing else than his peaceful yet controver¬ 
sial scholarly writings. In several essays, Rudolf takes the reader on a journey through I 
an absurd world of government and societal persecution which most of us could never 
even fathom actually exists.... 

304 pp. pb, 6“x9“, bibl., index, b&w ill. 

Germar Rudolf, The Day Amazon Murdered History 

Amazon is the worlds biggest book retailer. They dominate the U.S. and several foreign 
markets. Pursuant to the 1998 declaration of Amazons founder Jeff Bezos to offer “the 
good, the bad and the ugly,” customers once could buy every book that was in print and 
was legal to sell. However, in early 2017, a series of anonymous bomb threats against 
Jewish community centers occurred in the U.S., fueling a campaign by Jewish groups 
to coax Amazon into banning revisionist writings, false portraing them as anti-Semitic. 

On March 6, 2017, Amazon caved in and banned more than 100 books with dissenting 
viewpoints on the Holocaust. In April 2017, an Israeli Jew was arrested for having placed 
the fake bomb threats, a paid “service” he had offered for years. But that did not change 
Amazons mind. Its stores remain closed for history books Jewish lobby groups disap¬ 
prove of. This book accompanies the documentary of the same title. Both reveal how revisionist publications 
had become so powerfully convincing that the powers that be resorted to what looks like a dirty false-flag 
operation in order to get these books banned from Amazon... 

128 pp. pb, 5”x8”, bibl., b&w ill. 

For current prices and availability see book finder sites such as www.bookfinder.com, 
www.addall.com,www.bookfinder4u.comorwww.findbookprices.com; learn more at 
SHOP.CODOH.COM. PUBLISHED BY CASTLE HlLL PUBLISHERS, PO BOX 243, UCKFIELD, TN22 9AW, UK 

















Thomas Dalton, Hitler on the Jews 

That Adolf Hitler spoke out against the Jews is beyond obvious. But of the thousands of 
books and articles written on Hitler, virtually none quotes Hitlers exact words on the 
Jews. The reason for this is clear: Those in positions of influence have incentives to pre¬ 
sent a simplistic picture of Hitler as a blood-thirsty tyrant. However, Hitlers take on the 
Jews is far more complex and sophisticated. In this book, for the first time, you can make 
up your own mind by reading nearly every idea that Hitler put forth about the Jews, in 
considerable detail and in full context. This is the first book ever to compile his remarks 
on the Jews. As you will discover, Hitlers analysis of the Jews, though hostile, is erudite, 
detailed, and - surprise, surprise - largely aligns with events of recent decades. There are 
many lessons here for the modern-day world to learn. 

200 pp. pb, 6”x9”, index, bibl. 



Thomas Dalton, Goebbels on the Jews 


From the age of 26 until his death in 1945, Joseph Goebbels kept a near-daily diary. 
From it, we get a detailed look at the attitudes of one of the highest-ranking men in Nazi 
Germany. Goebbels shared Hitler s dislike of the Jews, and likewise wanted them totally 
removed from the Reich territory. Ultimately, Goebbels and others sought to remove 
the Jews completely from the Eurasian land mass—perhaps to the island of Madagascar. 
This would be the “final solution” to the Jewish Question. Nowhere in the diary does 
Goebbels discuss any Hitler order to kill the Jews, nor is there any reference to exter¬ 
mination camps, gas chambers, or any methods of systematic mass-murder. Goebbels 
acknowledges that Jews did indeed die by the thousands; but the range and scope of 
killings evidently fall far short of the claimed figure of 6 million. This book contains, 
for the first time, every significant diary entry relating to the Jews or Jewish policy. Also 
included are partial or full citations of 10 major essays by Goebbels on the Jews. 

274 pp. pb, 6”x9”, index, bibl. 



Thomas Dalton, The Jewish Hand in the World Wars 


For many centuries, Jews have had a negative reputation in many countries. The reasons 
given are plentiful, but less well known is their involvement in war. When we examine 
the causal factors for war, and look at its primary beneficiaries, we repeatedly find a 
Jewish presence. Throughout history, Jews have played an exceptionally active role in 
promoting and inciting war. With their long-notorious influence in government, we 
find recurrent instances of Jews promoting hardline stances, being uncompromising, 
and actively inciting people to hatred. Jewish misanthropy, rooted in Old Testament 
mandates, and combined with a ruthless materialism, has led them, time and again, 
to instigate warfare if it served their larger interests. This fact explains much about the 
present-day world. In this book, Thomas Dalton examines in detail the Jewish hand in 
the two world wars. Along the way, he dissects Jewish motives and Jewish strategies for 
maximizing gain amidst warfare, reaching back centuries. 

197 pp. pb, 6”x9”, index, bibl. 



Barbara Kulaszka (ed.), The Second Ziindel Trial: Excerpts from the Transcript 


In 1988. German-Canadian Ernst Ziindel was for on trial a second time for al¬ 
legedly spreading “false news” about the Holocaust. Ziindel staged a magnificent 
defense in an attempt to prove that revisionist concepts of “the Holocaust” are 
essentially correct. Although many of the key players have since passed away, 
including Ziindel, this historic trial keeps having an impact. It inspired major 
research efforts as expounded in the series Holocaust Handbooks. In contrast to 
the First Ziindel Trial of 1985, the second trial had a much greater impact in¬ 
ternationally, mainly due to the Leuchter Report, the first independent forensic 
research performed on Auschwitz, which was endorsed on the witness stand by 
British bestselling historian David Irving. The present book features the essential 
contents of this landmark trial with all the gripping, at-times-dramatic details. 
When Amazon.com decided to ban this 1992 book on a landmark trial about the 
“Holocaust”, we decided to put it back in print, lest censorship prevail... 

498 pp. pb, 8.5“xl 1“, bibl., index, b&w ill. 

For prices and availability see www.shop.codoh.com or write to: CHP, PO Box 243 
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